UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 
April  21 ,  2006 


Mr.  Sachem  M.  Thomas,  Chief 
Narragansett  Indian  Tribe 
P.O.  Box  1354 
Charlestown,  Rl  02813 

SUBJECT:  REQUEST  FOR  COMMENTS  REGARDING  THE  PILGRIM  NUCLEAR  POWER 

STATION  LICENSE  RENEWAL  APPLICATION  REVIEW 

Dear  Mr.  Thomas: 

The  U.S.  Nuclear  Regulatory  Commission  (NRC)  staff  is  seeking  input  for  its  environmental 
review  of  an  application  from  Entergy  Nuclear  Operations  (Entergy),  Inc.  for  the  renewal  of  the 
operating  license  for  the  Pilgrim  Nuclear  Power  Station,  located  on  the  western  shore  of  Cape 
Cod  Bay  in  the  Town  of  Plymouth,  Plymouth  County,  Massachusetts.  Pilgrim  is  in  close 
proximity  to  lands  that  may  be  of  interest  to  the  Narragansett  Indian  Tribe  of  Rhode  Island.  As 
described  below,  the  NRC  process  includes  an  opportunity  for  public  and  inter-governmental 
participation  in  the  environmental  review.  We  want  to  ensure  that  you  are  aware  of  our  efforts 
and,  pursuant  to  Title  10  of  the  Code  of  Federal  Regulations  Part  51 .28(b)  (10  CFR  51 .28(b)), 
the  NRC  invites  the  Narragansett  Indian  Tribe  to  provide  input  to  the  scoping  process  relating  to 
the  NRC’s  environmental  review  of  the  application.  In  addition,  as  outlined  in  36  CFR  800.8, 
the  NRC  plans  to  coordinate  compliance  with  Section  106  of  the  National  Historic  Preservation 
Act  of  1966  through  the  requirements  of  the  National  Environmental  Policy  Act  of  1969. 

Under  NRC  regulations,  the  original  operating  license  for  a  nuclear  power  plant  is  issued  for 
40  years.  The  license  may  be  renewed  for  up  to  an  additional  20  years,  if  NRC  requirements 
are  met.  The  current  operating  license  for  Pilgrim  will  expire  on  June  8,  2012.  Entergy  Nuclear 
Operations,  Inc.  submitted  its  application  for  renewal  of  the  Pilgrim  operating  license  on 
January  25,  2006. 

The  NRC  is  gathering  information  for  a  Pilgrim  site-specific  supplement  to  its  "Generic 
Environmental  Impact  Statement  for  License  Renewal  of  Nuclear  Plants*  (GEIS), 

NUREG-1437.  The  supplement  will  contain  the  results  of  the  review  of  the  environmental 
impacts  on  the  area  surrounding  the  Pilgrim  site  that  are  related  to  terrestrial  ecology,  aquatic 
ecology,  hydrology,  cultural  resources,  and  socioeconomic  issues  (among  others)  and  will 
contain  a  recommendation  regarding  the  environmental  acceptability  of  the  license  renewal 
action.  Enclosures  1  and  2  provide  a  general  overview  of  the  site  location  and  site  layout. 
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The  NRC  will  hold  two  public  scoping  meetings  for  the  Pilgrim  license  renewal  supplement  to 
the  GEIS  on  May  17,  2006,  at  the  Radisson  Hotel  Plymouth  Harbor  Ballroom,  180  Water  Street, 
Plymouth,  Massachusetts  02360.  There  will  be  two  sessions  to  accommodate  interested 
parties.  The  first  session  will  convene  at  1:30  p.m.  and  will  continue  until  4:30  p.m.,  as 
necessary.  The  second  session  will  convene  at  7:00  p.m.,  with  a  repeat  of  the  overview 
portions  of  the  meeting,  and  will  continue  until  10:00  p.m.,  as  necessary.  Additionally,  the  NRC 
staff  will  host  informal  discussions  one  hour  before  the  start  of  each  session.  To  be  considered, 
comments  must  be  provided  either  at  the  transcribed  public  meetings  or  in  writing.  No  formal 
comments  on  the  proposed  scope  of  the  supplement  to  the  GEIS  will  be  accepted  during 
informal  discussions. 

The  license  renewal  application  is  publicly  available  at  the  NRC  Public  Document  Room  (PDR), 
located  at  One  White  Flint  North,  11555  Rockville  Pike,  (first  floor)  Rockville,  Maryland,  20852, 
or  from  the  NRC’s  Agencywide  Documents  Access  and  Management  System  (ADAMS).  The 
ADAMS  Public  Electronic  Reading  Room  is  accessible  at  http://www.nrc.gov/readinq- 
rm/adams.html.  The  accession  number  for  the  license  renewal  application  is  ML060300024. 
Persons  who  do  not  have  access  to  ADAMS,  or  who  encounter  problems  accessing  the 
documents  located  in  ADAMS,  should  contact  the  NRC  Public  Document  Room  Reference  staff 
at  1-800-397-4209,  301-415-4737,  or  by  e-mail  at  pdr@nrc.gov. 

The  Pilgrim  license  renewal  application  is  also  available  on  the  Internet  at 
www.nrc.gov/reactors/operatinq/licensinq/renewal/applications/pilqrim.html.  In  addition,  the 
Plymouth  Public  Library  located  at  132  South  Street,  Plymouth,  MA  02360,  the  Duxbury  Free 
Library  located  at  77  Alden  Street,  Duxbury,  MA  02332,  and  the  Kingston  Public  Library  located 
at  6  Green  Street,  Kingston,  MA  02364,  have  agreed  to  make  the  application  available  for 
public  inspection. 

The  GEIS,  which  assesses  the  scope  and  impact  of  environmental  effects  that  would  be 
associated  with  license  renewal  at  any  nuclear  power  plant  site,  can  also  be  found  on  the 
NRC’s  website  or  at  the  NRC’s  PDR. 

Please  submit  any  comments  that  the  Narragansett  Indian  Tribe  may  have  to  offer  on  the  scope 
of  the  environmental  review  by  June  16,  2006.  Written  comments  should  be  submitted  by  mail 
to  the  Chief,  Rules  and  Directives  Branch,  Division  of  Administrative  Services,  Mail  Stop 
T-6D59,  U.S.  Nuclear  Regulatory  Commission,  Washington  D.C.  20555-0001.  Electronic 
comments  may  be  submitted  to  the  NRC  by  e-mail  at  PilqrimEIS@nrc.gov.  At  the  conclusion  of 
the  scoping  process,  the  NRC  staff  will  prepare  a  summary  of  the  significant  issues  identified 
and  the  conclusions  reached,  and  a  copy  will  be  mailed  to  you. 
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The  NRC  will  issue  the  draft  supplemental  environmental  impact  statement  (SEIS)  for  public 
comment  (anticipated  publication  date  December  2006),  and  will  hold  another  set  of  public 
meetings  in  the  site  vicinity  to  solicit  comments  on  the  draft.  A  copy  of  the  draft  SEIS  will  be 
sent  to  you  for  your  review  and  comment.  After  consideration  of  public  comments  received  on 
the  draft,  the  NRC  will  prepare  a  final  SEIS.  The  issuance  of  a  final  SEIS  for  Pilgrim  is  planned 
for  July  2007.  If  you  need  additional  information  regarding  the  environmental  review  process, 
please  contact  Ms.  Alicia  Williamson,  Environmental  Project  Manager,  at  301-415-1878  or  by 
e-mail  at  ARW1@nrc.gov. 


Sincerely, 


Rani  L.  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 
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Pilgrim  Nuclear  Power  Station 
cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  MA  02114 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Christopher  Schwarz 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Travis  C.  McCullough 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Plymouth  Public  Library 
Attn:  Ms.  Dinah  O’Brien 
1 32  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
Attn:  Mr.  David  Murphy 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
ATTN:  Reference  Librarian 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555- 

May  22,  2006 


Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601-1839 

SUBJECT:  REQUEST  FOR  ADDITIONAL  INFORMATION  REGARDING  SEVERE 

ACCIDENT  MITIGATION  ALTERNATIVES  FOR  PILGRIM  NUCLEAR  POWER 
STATION  (TAC  NO.  MC9676) 

Dear  Mr.  Kansler: 
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The  U.S.  Nuclear  Regulatory  Commission  staff  (the  staff)  has  reviewed  the  Severe  Accident 
Mitigation  Alternatives  (SAMA)  analysis  submitted  by  Entergy  Nuclear  Operations,  Inc.,  in 
support  of  its  application  for  license  renewal  for  the  Pilgrim  Nuclear  Power  Station,  and  has 
identified  areas  where  additional  information  is  needed  to  complete  its  review.  Enclosed  is  the 
staffs  request  for  additional  information  (RAI). 

We  request  that  you  provide  your  responses  to  these  questions  within  60  days  of  the  date  of 
this  letter,  in  order  to  support  the  license  renewal  review  schedule.  If  you  have  any  questions, 
please  contact  me  at  301-415-1878  or  via  e-mail  at  ARW1@nrc.gov. 


Docket  No.  50-293 


Sincerely, 


Alicia  Williamson,  Project  Manager 
Environmental  Section  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 


Enclosure: 
Staffs  RAI 


cc  w/encl:  See  next  page 
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Request  for  Additional  Information 

Regarding  the  Analysis  of  Severe  Accident  Mitigation  Alternatives  (SAMAs) 
for  the  Pilgrim  Nuclear  Power  Station  (PNPS) 


1 .  The  SAMA  analysis  is  said  to  be  based  on  the  most  recent  version  of  the  PNPS 

Probabilistic  Safety  Analysis  (PSA)  (Revision  1  April  2003).  Provide  the  following 

information  regarding  these  PSA  models: 

a.  The  PNPS  individual  plant  examination  (IPE)  evaluated  total  and  partial  loss  of 
offsite  power  events.  The  current  PSA  model  includes  only  a  single  loss  of  offsite 
power  (LOOP)  event.  Characterize  this  LOOP  event  relative  to  the  IPE  events. 

b.  It  is  stated  that  the  PSA  represents  the  plant  operating  configuration  and  design 
changes  as  of  September  30,  2001 .  Identify  any  changes  to  the  plant  (physical 
and  procedural  modifications)  since  September  2001  that  could  have  a  significant 
impact  on  the  results  of  the  PSA.  Provide  a  qualitative  assessment  of  their  impact 
on  the  PSA  and  their  potential  impact  on  the  results  of  the  SAMA  evaluation. 

c.  The  Boiling  Water  Reactor  Owners  Group  (BWROG)  peer  review  in  2000 
apparently  reviewed  the  original  1992  IPE  instead  of  the  1995  revision.  Explain 
why  the  1 995  revision  was  not  peer  reviewed. 

d.  The  environmental  report  (ER)  states  that  all  major  issues  and  observations  from 
the  BWROG  peer  review  have  been  addressed  and  incorporated  in  the  current 
PSA.  Describe  the  “non-major”  issues  that  have  not  been  incorporated,  and  their 
potential  impact  on  the  results  of  the  SAMA  evaluation.  Discuss  the  overall 
conclusion  of  the  BWROG  peer  review  relative  to  the  use  of  the  Pilgrim  PSA. 

e.  The  description  of  the  revisions  of  the  peer  reviewed  1 992  IPE  to  produce  the 
current  2003  PSA  indicates  that  almost  all  of  the  elements  of  IPE  were  completely 
revised.  Provide  more  detail  on  the  steps  taken  to  ensure  the  technical  adequacy 
of  the  current  Level  1  and  Level  2  PSA,  including  the  review  criteria  used,  a 
summary  of  the  results  of  the  peer  review  described  in  paragraphs  2  and  4  of  ER 
Section  E.1 .4.1 ,  and  an  identification  of  any  open  items  from  this  review  and  their 
potential  impact  on  the  conclusions  of  the  SAMA  analysis. 

f.  The  ER  appears  to  provide  a  listing  of  the  major  plant  and  PSA  model  changes 
since  the  1 995  IPE  Update.  However,  it  is  not  clear  whether  these  changes 
include  differences  between  the  1992  IPE  and  1995  IPE  update.  Provide  a  listing 
of  the  changes  between  the  1992  and  1995  models  and  between  the  1995  and 
2003  models.  Indicate  which  changes  were  the  major  contributors  to  the  reduction 
in  core  damage  frequency  (CDF). 

2.  Provide  the  following  information  relative  to  the  Level  2  analysis: 

a.  In  ER  Section  E.1. 2. 2.1  it  is  stated  that  “The  Level  1  and  plant  system  information 
is  passed  through  to  the  [containment  event  tree]  (CET)  evaluation  in  discrete 
[plant  damage  state]  (PDS).”  ER  Table  E.1 -4  identifies  seven  PDS  groups  and  ER 
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Table  E.1-8  identifies  48  more  detailed  PDSs.  It  is  noted  that  for  certain  PDSs,  the 
frequency  in  the  Table  E.1-4  does  not  equal  the  sum  of  the  frequencies  for  like- 
PDSs  in  Table  E.1-8.  Provide  a  description  of  the  mapping  of  Level  1  results  into 
the  various  containment  end  states/release  categories,  and  the  relevance  of  the 
PDS  as  input  to  the  CET.  Address  whether  the  PDSs  uniquely  define  failed 
equipment  for  the  CET  analysis  or  whether  this  is  done  by  inputting  the  cutsets. 
Also,  discuss  whether  the  sequences  that  make  up  a  PDS  are  combined  and 
entered  into  the  CET  as  a  frequency,  or  whether  the  cutsets  that  make  up  each 
group  of  core  damage  sequences  are  entered  into  the  CET,  and  the  relevance  of 
the  two  inconsistent  sets  of  frequency  values  in  Tables  E.1-4  and  E.1-8. 

b.  ER  Table  E.1-7  defines  7  release  categories  and  Table  E.1-10  provides  the 
frequency  of  these  categories.  Source  term  characteristics  are,  however,  defined 
for  1 9  collapsed  accident  progression  bins  (CAPBs)  in  Tables  E.1  -9  and  E.1  -1 1 . 
There  appears  to  be  some  disconnect  between  the  release  categories  and  the 
CAPBs.  For  example,  CAPB-15  is  indicated  to  involve  late  containment  failure 
(Table  E.1 -9)  and  a  high  Csl  release  fraction  of  27  percent  (Table  E.1 -11),  yet 
Table  E.1  -1 0  indicates  the  frequency  of  Late  High  release  is  0.0.  Also,  none  of  the 
so-called  late  containment  failure  CAPBs  have  release  start  times  greater  than 

24  hours  (8.64E+04  seconds)  which  is  Entergy’s  definition  of  late.  Describe  the 
use  of  the  release  categories  and  how  they  are  related  to  the  CAPBs. 

c.  With  regard  to  source  terms,  provide  the  following  information: 

I.  Briefly  describe  the  approach  used  to  determine  the  source  terms  for  each 
release  category.  Clarify  whether  new  MAAP  analyses  were  performed  as 
part  of  the  development  of  the  current  model  and  how  the  MAAP  cases  were 
selected  to  represent  each  release  category  (i.e.,  based  on  the 
frequency-dominant  sequence  in  each  category  or  on  a  conservative, 
bounding  sequence). 

ii.  ER  Section  E.1 .2.2.6  indicates  that  the  source  terms  were  grouped  into  a 
much  smaller  number  of  source  term  groups  with  frequency-weighted  mean 
source  terms  for  each  group.  Clarify  whether  the  source  terms  prior  to  this 
grouping  process  correspond  to  the  accident  sequence-CET  endpoints,  and 
the  smaller  number  of  source  term  groups  correspond  to  the  CAPBs.  Discuss 
the  development  of  a  frequency-weighted  mean  source  term  for  each  group. 

d.  ER  Section  E.1 .2.2.6  indicates  that  the  accident  progression  bins  for  each  of  the 
48  PDS  were  sorted  into  the  CAPBs  based  on  a  number  of  attributes.  Not  included 
in  the  list  are  the  CET  fission  product  removal  and  reactor  building  nodes  identified 
in  Table  E.1  -5  or  containment  venting.  These  would  appear  to  impact  the  release 
fractions.  Please  explain. 


Only  about  3  percent  of  the  CDF  leads  to  early  containment  failure,  with  the 
majority  of  the  releases  occurring  late  (after  24  hours  following  event  initiation). 
Explain  this  relatively  small  percentage  in  terms  of  the  early  containment  failure 
modes  associated  with  Mark  I  containments,  including  liner  melt-through  by  molten 
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core  debris  and  containment  venting.  Clarify  how  sequences  involving 
containment  venting  (from  the  suppression  chamber  or  the  drywell)  are  assigned 
using  the  release  categories  of  ER  Table  E.1-10. 

3.  With  regard  to  the  treatment  and  inclusion  of  external  events  in  the  SAMA  analysis, 

provide  the  following  information: 

a.  The  fire  CDF  (noted  as  a  screening  value)  has  been  lowered  since  the  individual 
plant  examination  of  external  events  (IPEEE)  as  a  result  of  updated  equipment 
failure  probability  and  unavailability  values.  However,  the  ER  states  that  a  more 
realistic  value  may  be  about  a  factor  of  three  less,  or  6.37E-06  per  year.  Provide  a 
description  of  the  conservatism  in  the  dominant  Pilgrim  fire  CDF  sequences 
(e.g.,  related  to  fire  initiating  event  frequencies,  severity  factors  or  recovery  actions 
that  were  not  credited)  that  would  support  this  factor  of  three. 

b.  Since  the  IPEEE,  the  seismic  CDF  has  been  reduced  to  3.22x1  O'5  per  year,  and  is 
stated  to  be  a  conservative  value.  The  ER  states  that  a  more  realistic  value  would 
be  a  factor  of  two  less,  based  on  engineering  judgement.  Provide  justification  to 
support  the  factor  of  two  reduction. 

c.  Entergy’s  baseline  evaluation  of  SAMA  benefits  considers  only  the  risk  reduction 
associated  with  internal  events,  and  neglects  the  additional  risk  reduction  that  a 
SAMA  could  have  in  external  events.  Entergy  does  consider  the  potential  for 
additional  risk  reduction  in  external  events,  but  this  is  done  in  the  context  of  an 
upper  bound  assessment  in  which  the  internal  event  benefits  are  increased  by  a 
factor  of  six  to  account  for  the  combined  effect  of  external  events  and  analysis 
uncertainties.  The  impact  of  external  events  should  be  reflected  in  the  baseline 
evaluation,  rather  than  combining  the  impact  of  external  events  with  the  uncertainty 
assessment.  In  this  regard,  provide  a  revised  baseline  evaluation  (using  a  7 
percent  discount  rate)  that  accounts  for  risk  reduction  in  both  internal  and  external 
events,  and  an  alternate  case  using  a  3  percent  discount  rate.  (Note  that  the  CDF 
for  external  events  after  Entergy’s  adjustment  in  the  ER  is  3.5  times  higher  than 
the  internal  events  CDF.  This  would  justify  a  multiplier  of  4.5  or  5,  rather  than  a 
multiplier  of  4  as  stated  in  the  ER.) 

d.  Provide  an  assessment  of  the  impact  on  the  baseline  evaluation  results  (i.e.,  the 
revised  baseline  evaluation,  which  accounts  for  external  events)  if  risk  reduction 
estimates  are  increased  to  account  for  uncertainties  in  the  analysis. 

4.  Provide  the  following  information  concerning  the  MACCS  analyses: 

a.  Annual  meteorology  data  from  the  year  2001  were  used  in  the  MACCS2  analyses. 
Provide  a  brief  statement  regarding  the  acceptability  of  use  of  this  year’s  data 
rather  than  a  different  year’s  data. 

b.  For  the  emergency  response  assumptions,  indicate  what  percentage  of  the 
population  was  assumed  to  evacuate. 
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c.  The  MACCS2  analysis  for  Pilgrim  is  based  on  a  core  inventory  from  a  mid-1 980 
analysis,  scaled  by  the  power  level  for  Pilgrim.  Current  boiling-water  reactor 
(BWR)  fuel  management  practices  use  longer  fuel  cycles  (time  between  refueling) 
and  result  in  significantly  higher  fuel  burnups.  The  use  of  the  older  BWR  core 
inventory  instead  of  a  plant  specific  cycle  could  significantly  underestimate  the 
inventory  of  long-lived  radionuclides  important  to  population  dose  (such  as  Sr-90, 
Cs-134  and  Cs-137),  and  thus  impact  the  SAMA  evaluation.  Justify  the  adequacy 
of  the  SAMA  cost  benefit  evaluation  given  the  fuel  enrichment  and  burnup 
expected  at  Pilgrim  during  the  renewal  period. 

5.  Provide  the  following  with  regard  to  the  SAMA  identification  and  screening  processes: 

a.  Table  3-15  of  the  IPEEE  submittal  provides  a  listing  of  important  seismic  faults. 
While  no  importance  values  are  provided,  a  number  of  these  faults  appear  to 
involve  equipment  for  which  some  strengthening  may  be  relatively  inexpensive. 
Also,  as  indicated  in  the  IPEEE  and  the  staff  safety  evaluation  report  on  the 
IPEEE,  the  diesel  generator  building  was  found  to  have  limiting  fragilities  that  could 
significantly  impact  the  CDF.  Discuss  and  evaluate,  as  necessary,  the  potential  for 
cost-beneficial  SAMAs  based  on  this  listing  and  the  known  diesel  generator 
building  weaknesses. 

b.  The  IPEEE  submittal  (page  3-44)  states  that  the  seismic  PRA  assumed  that  low 
ruggedness  relays  judged  essential  under  A-46  had  been  replaced.  ER 
Section  E.1 .3.1  indicates  that  the  recent  reevaluation  of  seismic  risk  included  the 
replacement  of  certain  relays  with  seismically  rugged  models.  Explain  this 
apparent  contradiction. 

c.  ER  Table  E.1 -12  includes  a  list  of  the  contributors  to  the  updated  fire  CDF.  A 
number  of  these  have  CDF  values  significantly  above  1 E-06  per  year.  For  each 
fire  area  or  dominant  fire  sequence,  explain  what  measures  were  taken  to  further 
reduce  risk,  and  explain  why  the  fire  CDFs  cannot  be  further  reduced  in  a 
cost-effective  manner. 

d.  ER  Section  E.2.1  states  that  several  enhancements  from  the  IPE  or  IPEEE  were 
recommended  and  implemented  and  that  these  were  included  as  Phase  I  SAMA 
candidates  248  through  281 .  Provide  a  detailed  accounting  of  the  potential 
enhancements  from  the  IPE  and  IPEEE.  For  each  enhancement,  indicate  if  the 
improvement  has  been  implemented,  is  no  longer  being  considered  and  why,  and  if 
credit  is  taken  for  the  improvement  in  the  current  PSA.  For  those  enhancements 
not  implemented,  indicate  their  importance  and  why  they  should  not  be  considered 
as  Phase  II  SAMA  candidates. 

e.  Loss  of  direct  current  (dc)  bus  initiators  contribute  almost  50  percent  of  the  CDF. 
The  only  SAMA  that  directly  addresses  improving  existing  dc  system  reliability  is 
Phase  II  SAMA  27  and  this  SAMA  reduced  CDF  by  less  than  5  percent.  Discuss 
the  loss  of  dc  initiators  in  more  detail,  their  major  causes,  and  the  potential  for 
other  modifications  to  reduce  the  CDF. 
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f.  ER  Table  E.1-3  indicates  that  Phase  I  SAMAs,  including  procedure  and 
instrumentation  improvements,  have  been  implemented  to  address  event 
FXT-XHE-FO-V4T2  (and  FXT-XHE-FO-DWS).  In  spite  of  these  improvements, 
this  event  is  the  highest  risk  reduction  worth  ranked  non-initiator  event.  The 
Phase  II  SAMAs  (57  and  59)  cited  do  not  appear  to  effectively  address  this  event 
which  is  an  operator  error.  Identify  and  evaluate  other  SAMAs  that  might  lower  the 
importance  of  this  event. 

g.  ER  Table  E.1-3  indicates  that  Phase  II  SAMA  45  was  considered  to  address  event 
FXT-ENG-FR-P140.  This  SAMA  includes  the  addition  of  an  entire  new  system. 
The  addition  of  a  redundant  diesel  fire  pump  would  appear  to  be  more 
cost-effective.  Provide  an  evaluation  of  the  costs  and  benefits  of  adding  a 
redundant  diesel  fire  pump,  in  lieu  of  Phase  II  SAMA  45. 

h.  ER  Table  E.1-3  indicates  that  Phase  II  SAMA  53  was  evaluated  to  address  event 
CIV-XHE-FO-DTV  (operator  fails  to  vent  containment).  This  SAMA,  controlling 
containment  venting  within  a  narrow  pressure  band,  would  be  subject  to  the  same 
failure  to  vent  human  error  as  in  the  basic  event.  Conversion  of  the  containment 
vent  system  to  a  passive  design  would  appear  to  be  more  effective  in  reducing  the 
risk  from  this  event.  Provide  an  evaluation  of  the  costs  and  benefits  of  converting 
the  vent  system  to  a  passive  design. 

Provide  the  following  with  regard  to  the  Phase  II  cost-benefit  evaluations: 

a.  For  a  number  of  the  Phase  II  SAMAs  listed  in  ER  Table  E.2-1 ,  the  information 
provided  does  not  sufficiently  describe  the  associated  modifications  and  what  is 
included  in  the  cost  estimate.  Provide  a  more  detailed  description  of  the 
modifications  for  Phase  II  SAMAs  3,  6,  7,  10,  20,  21,  22,  27,  28,  29,  35,  43,  47,  53, 
and  55. 

b.  Several  of  the  cost  estimates  provided  were  drawn  from  previous  SAMA  analyses 
for  a  dual-unit  site  (e.g.,  Peach  Bottom).  As  such,  many  of  those  cost  estimates 
reflect  the  cost  for  implementation  in  two  units.  Since  Pilgrim  is  a  single-unit  site, 
some  of  the  cost  estimates  should  be  one-half  of  what  has  been  cited  (i.e.,  Phase 
II  SAMAs  26,  29,  33,  40,  41 , 42,  43,  44,  and  45)  while  others  are  specific  to  a 
plant’s  design,  such  as  the  number  of  valves  or  batteries  that  need  to  be  replaced 
or  added  (i.e.,  Phase  II  SAMAs  38,  46,  and  50).  For  these  cases,  provide 
appropriate  (specific  to  Pilgrim)  cost  estimates. 

c.  For  Phase  II  SAMA  12,  it  is  stated  that  probability  of  vessel  failure  was  modified. 
Describe  the  modification  considered,  and  the  initial  and  revised  probability  of 
failure. 

d.  Phase  II  SAMA  53,  control  containment  venting  within  a  narrow  band  of  pressure, 
is  intended  to  eliminate  failures  associated  with  successful  venting.  The  benefit  of 
this  SAMA  was  determined  by  reducing  the  operator  failure  to  vent  by  a  factor  of 
three.  It  is  not  clear  that  reducing  the  failure  to  vent  probability  is  related  to  the 
actual  benefit  from  this  SAMA.  Also,  the  cost  of  $300,000  appears  high  for  what 
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appears  to  be  a  procedure  and  training  issue.  Justify  the  benefit  and  cost  for  this 
SAMA. 

e.  In  ER  Table  E.2-1 ,  the  percent  change  in  CDF  and  population  dose  is  reported  for 
each  analysis  case.  However,  the  change  in  the  offsite  economic  cost  risk  (OECR) 
is  not  reported.  Provide  the  change  in  the  OECR  for  each  analysis  case. 

f.  Phase  II  SAMA  47  is  stated  to  include  items  which  reduce  the  contribution  of 
anticipated  transient  without  scram.  Indicate  which  items  are  included. 

g.  Phase  II  SAMA  49  involves  providing  instrument  signals  to  open  safety/relief 
valves  for  medium  loss-of-coolant  accident.  Discuss  whether  the  signals  already 
exist  in  the  automatic  depressurization  system. 


7.  For  certain  SAMAs  considered  in  the  ER,  there  may  be  lower-cost  alternatives  that  could 
achieve  much  of  the  risk  reduction  at  a  lower  cost.  In  this  regard,  discuss  whether  any 
lower-cost  alternatives  to  those  Phase  II  SAMAs  considered  in  the  ER,  would  be  viable 
and  potentially  cost-beneficial.  Evaluate  the  following  SAMAs  (previously  found  to  be 
potentially  cost-beneficial  at  other  plants),  or  indicate  if  the  particular  SAMA  has  already 
been  considered.  If  the  latter,  indicate  whether  the  SAMA  has  been  implemented  or  has 
been  determined  to  not  be  cost-beneficial  at  Pilgrim: 

a.  Use  portable  generator  to  extend  the  coping  time  in  loss  of  alternating  current  (ac) 
power  events  (to  power  battery  chargers). 

b.  Enhance  dc  power  availability  (provide  cables  from  diesel  generators  or  another 
source  to  directly  power  battery  chargers). 

c.  Provide  alternate  dc  feeds  (using  a  portable  generator)  to  panels  supplied  only  by 
dc  bus. 

d.  Modify  procedures  and  training  to  allow  operators  to  cross-tie  emergency  ac  buses 
under  emergency  conditions  which  require  operation  of  critical  equipment. 

e.  Develop  guidance/procedures  for  local,  manual  control  of  reactor  core  isolation 
cooling  following  loss  of  dc  power. 

f.  Enhance  loss  of  salt  service  water  procedure  to  provide  more  specific  guidance  to 
deal  with  or  prevent  a  complete  loss  of  the  system. 
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Pilgrim  Nuclear  Power  Station 


cc: 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1 340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Christopher  Schwarz 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Kevin  H.  Bronson 
General  Manager,  Plant  Operations 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Mr.  John  F.  McCann 
Director,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  James  H.  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801-2490 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 
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cc: 

Mark  Sylvia 
Town  Manager 
Town  of  Plymouth 
1 1  Lincoln  St 
Plymouth,  MA  02360 


Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Plymouth  Public  Library 
Attn:  Ms.  Dinah  O’Brien 
132  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
Attn:  Mr.  David  Murphy 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
Attn:  Librarian  Susan  Olin 
6  Green  Street 
Kingston,  MA  02364 


Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C. 

May  19,  2006 


Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601-1839 


'555-0001 


(SES^E 


HAY  3  1  2006 


nilXRURY  FREE  LIBRARY 


SUBJECT:  PROJECT  MANAGER  CHANGE  FOR  THE  LICENSE  RENEWAL 

ENVIRONMENTAL  REVIEW  FOR  PILGRIM  NUCLEAR  POWER  STATION 
(TAC  NO.  MC9676) 

Dear  Mr.  Kansler: 


(EPM)  assigned  to  the  Pilgrim  Nuclear  Power  Station  (Pilgrim)  license  renewal  environmental 


review.  Effective  immediately,  Ms.  Alicia  Williamson  will  be  the  EPM  for  Pilgrim.  Ms.  Williamson 


can  be  contacted  by  telephone  at  301-415-1878  and  by  e-mail  at  arw1@nrc.qov. 


Rani  Frandvfch,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 


Docket  No.  50-293 


cc:  See  next  page 
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Pilgrim  Nuclear  Power  Station 


cc: 


Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 


Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 


Mr.  Christopher  Schwarz 

Vice  President,  Operations  Support 

Entergy  Nuclear  Operations,  Inc. 


440  Hamilton  Avenue 
White  Plains,  NY  10601 


Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Kevin  H.  Bronson 
General  Manager,  Plant  Operations 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Mr.  John  F.  McCann 
Director,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  James  H.  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801-2490 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 
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cc: 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 

Dl\/mm  ith  IV /I  A  HOQCH 
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Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 


Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  M A  02114 

Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 


Director,  Massachusetts  Emergency 
Management  Agency 
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400  Worcester  Road 
Framingham,  MA  01702-5399 


Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Plymouth  Public  Library 
Attn:  Ms.  Dinah  O’Brien 
132  South  Street 
Plymouth,  MA  02360 


Duxbury  Free  Library 
Attn:  Mr.  David  Murphy 
77  Alden  Street 
Duxbury,  MA  02332 


Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
Attn:  Librarian  Susan  Olin 
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Pilgrim  Nuclear  Power  Station 
cc: 

Mark  Sylvia 
Town  Manager 
Town  of  Plymouth 
1 1  Lincoln  St 
Plymouth,  MA  02360 

Todd  Callaghan 

Office  of  Coastal  Zone  Management 
251  Causeway  St.  Suite  800 
Boston,  MA  02114 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMM1S 

WASHINGTON,  D.C.  20555-0001 
April  7,  2006 


Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

SUBJECT:  NOTICE  OF  INTENT  TO  PREPARE  AN  ENVIRONMENTAL  IMPACT 

STATEMENT  AND  CONDUCT  SCOPING  PROCESS  FOR  LICENSE 
RENEWAL  FOR  THE  PILGRIM  NUCLEAR  POWER  STATION 
(TAC  NO.  MC9676) 

Dear  Mr.  Kansler: 

The  U.S.  Nuclear  Regulatory  Commission  (NRC)  staff  has  received  your  application  on 
January  25,  2006,  for  the  renewal  of  the  Operating  License  DPR-35  for  the  Pilgrim  Nuclear 
Power  Station  (Pilgrim).  In  support  of  the  application  and  in  accordance  with  Title  10  of  the 
Code  of  Federal  Regulations  (10  CFR)  Part  51  and  10  CFR  Part  54,  Entergy  Nuclear 
Operations,  Inc.  (Entergy)  submitted  an  environmental  report  (ER).  This  letter  provides 
information  related  to  the  staffs  review  of  the  Pilgrim  ER. 

The  NRC  has  prepared  a  Notice  of  Intent  advising  the  public  that  the  NRC  intends  to  gather 
information  necessary  to  prepare  a  plant-specific  supplement  to  the  Commission’s  "Generic 
Environmental  Impact  Statement  for  License  Renewal  of  Nuclear  Plants,”  (NU REG-1 437).  This 
relates  to  the  review  of  the  application  for  the  renewal  of  the  Pilgrim  operating  license. 

Enclosed  is  a  copy  of  the  Notice  of  Intent,  which  has  been  forwarded  to  the  Office  of  the 
Federal  Register  for  publication. 

Pursuant  to  10  CFR  51.28,  Entergy  is  invited  to  participate  in  the  environmental  scoping 
process.  As  discussed  in  the  enclosed  notice,  the  staff  is  providing  the  public  with  two 
opportunities  to  participate  in  the  environmental  scoping  meetings  to  be  held  May  17,  2006. 

The  meetings  will  be  held  at  the  Radisson  Hotel  Plymouth  Harbor  Ballroom,  180  Water  Street, 
Plymouth,  Massachusetts  02360.  The  first  session  will  be  held  in  the  afternoon  and  the 
second  session,  covering  the  same  subjects,  will  be  held  in  the  evening.  The  NRC  will  present 
an  overview  of  the  environmental  review  process  and  will  describe  how  the  process  will  be 
implemented  for  the  review  of  the  Pilgrim  license  renewal  application.  Entergy  is  invited  to 
participate  in  both  sessions  of  the  meeting  by  providing  a  brief  description  of  the  proposed 
action  and  the  ER  submitted  as  part  of  the  application  for  license  renewal. 
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A  separate  NRC  meeting  notice  with  a  more  detailed  agenda  is  forthcoming.  You  will  be 
provided  a  copy  of  that  notice. 

In  the  interim,  should  you  have  any  questions  regarding  the  scoping  meeting,  please  contact 
the  NRC’s  Environmental  Project  Manager,  Mr.  Robert  Schaaf,  at  301-415-1312  or  by  e-mail  at 
RGS@nrc.gov. 


Sincerely, 


Rani  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 


Docket  No.  50-293 


Enclosure: 
As  stated 


cc  w/encl:  See  next  page 
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UNITED  STATES  NUCLEAR  REGULATORY  COMMISSION 


ENTERGY  NUCLEAR  OPERATIONS.  INC. 

PILGRIM  NUCLEAR  POWER  STATION 
NOTICE  OF  INTENT  TO  PREPARE  AN  ENVIRONMENTAL 

IMPACT  STATEMENT  AND  CONDUCT  SCOPING  PROCESS 

DOCKET  NO.  50-293 


Entergy  Nuclear  Operations,  Inc.  (Entergy)  has  submitted  an  application  for  renewal  of 
Facility  Operating  License  DPR-35  for  an  additional  20  years  of  operation  at  the  Pilgrim  Nuclear 
Power  Station  (Pilgrim).  Pilgrim  is  located  on  the  western  shore  of  Cape  Cod  in  the  Town  of 
Plymouth,  Plymouth  County,  Massachusetts.  It  is  38  miles  southeast  of  Boston, 

Massachusetts,  and  44  miles  east  of  Providence,  Rhode  Island. 

The  operating  license  for  Pilgrim  expires  on  June  8,  2012.  The  application  for  renewal 
was  received  on  January  25,  2006,  pursuant  to  Title  10  of  the  Code  of  Federal  Regulations 
(10  CFR)  Part  54.  A  notice  of  receipt  and  availability  of  the  application,  which  included  the 
environmental  report  (ER),  was  published  in  the  Federal  Register  on  February  6,  2006 
(71  FR  6101).  A  notice  of  acceptance  for  docketing  of  the  application  for  renewal  of  the  facility 
operating  license  was  published  in  the  Federal  Register  on  March  27,  2006  (71  FR  15222). 

The  purpose  of  this  notice  is  to  inform  the  public  that  the  U.S.  Nuclear  Regulatory  Commission 
(NRC)  will  be  preparing  an  environmental  impact  statement  (EIS)  in  support  of  the  review  of  the 
license  renewal  application  and  to  provide  the  public  an  opportunity  to  participate  in  the 
environmental  scoping  process,  as  defined  in  10  CFR  51 .29.  In  addition,  as  outlined  in  Title  36 
of  the  Code  of  the  Federal  Regulations  Part  800.8,  "Coordination  with  the  National 
Environmental  Policy  Act,”  the  NRC  plans  to  coordinate  compliance  with  Section  106  of  the 
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National  Historic  Preservation  Act  in  meeting  the  requirements  of  the  National  Environmental 
Policy  Act  of  1969  (NEPA). 

In  accordance  with  10  CFR  51.53(c)  and  10  CFR  54.23,  Entergy  submitted  the  ER  as 
part  of  the  application.  The  ER  was  prepared  pursuant  to  10  CFR  Part  51  and  is  publicly 
available  for  inspection  at  the  NRC  Public  Document  Room  (PDR),  located  at  One  White  Flint 
North,  11555  Rockville  Pike  (first  floor),  Rockville,  Maryland,  20852,  or  from  the  NRC’s 
Agencywide  Documents  Access  and  Management  System  (ADAMS).  ADAMS  is  accessible 
from  the  Public  Electronic  Reading  Room  on  the  NRC's  Web  Site  at 
http://www.nrc.gov/readinq-rm/adams/web-based.html.  The  Accession  Number  for  the  ER  is 
ML06083061 1 .  Persons  who  do  not  have  access  to  ADAMS,  or  who  encounter  problems  in 
accessing  the  documents  located  in  ADAMS,  should  contact  the  NRC’s  PDR  reference  staff  by 
telephone  at  1-800-397-4209,  or  301-415-4737,  or  by  e-mail  at  pdr@nrc.gov.  In  addition,  the 
Plymouth  Public  Library,  located  at  132  South  Street,  Plymouth,  MA  02360  and  the  Duxbury 
Free  Library,  located  at  77  Alden  Street,  Duxbury,  MA  02332  have  agreed  to  make  the  ER 
available  for  public  inspection. 

This  notice  advises  the  public  that  the  NRC  intends  to  gather  the  information  necessary 
to  prepare  a  plant-specific  supplement  to  the  Commission’s  "Generic  Environmental  Impact 
Statement  (GEIS)  for  License  Renewal  of  Nuclear  Plants,”  (NUREG-1437)  related  to  the  review 
of  the  application  for  renewal  of  the  Pilgrim  operating  license  for  an  additional  20  years. 
Possible  alternatives  to  the  proposed  action  (license  renewal)  include  no  action  and  reasonable 
alternative  energy  sources.  The  NRC  is  required  by  1 0  CFR  51 .95  to  prepare  a  supplement  to 
the  GEIS  in  connection  with  the  renewal  of  an  operating  license.  This  notice  is  being  published 
in  accordance  with  National  Environmental  Policy  Act  of  1969  (NEPA)  and  the  NRC’s 
regulations  found  in  10  CFR  Part  51 . 
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The  NRC  will  first  conduct  a  scoping  process  for  the  supplement  to  the  GEIS  and,  as 
soon  as  practicable  thereafter,  will  prepare  a  draft  supplement  to  the  GEIS  for  public  comment. 
Participation  in  the  scoping  process  by  members  of  the  public  and  local,  State,  Tribal,  and 
Federal  government  agencies  is  encouraged.  The  scoping  process  for  the  supplement  to  the 
GEIS  will  be  used  to  accomplish  the  following: 

a.  Define  the  proposed  action  which  is  to  be  the  subject  of  the  supplement  to  the  GEIS. 

b.  Determine  the  scope  of  the  supplement  to  the  GEIS  and  identify  the  significant 
issues  to  be  analyzed  in  depth. 

c.  Identify  and  eliminate  from  detailed  study  those  issues  that  are  peripheral  or  that  are 
not  significant. 

d.  Identify  any  environmental  assessments  and  other  EISs  that  are  being  or  will  be 
prepared  that  are  related  to,  but  are  not  part  of  the  scope  of  the  supplement  to  the 
GEIS  being  considered. 

e.  Identify  other  environmental  review  and  consultation  requirements  related  to  the 
proposed  action. 

f.  Indicate  the  relationship  between  the  timing  of  the  preparation  of  the  environmental 
analyses  and  the  Commission’s  tentative  planning  and  decision-making  schedule. 

g.  Identify  any  cooperating  agencies  and,  as  appropriate,  allocate  assignments  for 
preparation  and  schedules  for  completing  the  supplement  to  the  GEIS  to  the  NRC 
and  any  cooperating  agencies. 

h.  Describe  how  the  supplement  to  the  GEIS  will  be  prepared,  and  include  any 
contractor  assistance  to  be  used. 

The  NRC  invites  the  following  entities  to  participate  in  scoping: 
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a.  The  applicant,  Entergy  Nuclear  Operations,  Inc.  (Entergy). 
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b.  Any  Federal  agency  that  has  jurisdiction  by  law  or  special  expertise  with  respect  to 
any  environmental  impact  involved,  or  that  is  authorized  to  develop  and  enforce 
relevant  environmental  standards. 

c.  Affected  State  and  local  government  agencies,  including  those  authorized  to  develop 
and  enforce  relevant  environmental  standards. 

d.  Any  affected  Indian  tribe. 

e.  Any  person  who  requests  or  has  requested  an  opportunity  to  participate  in  the 
scoping  process. 

f.  Any  person  who  has  petitioned  or  intends  to  petition  for  leave  to  intervene. 

In  accordance  with  1 0  CFR  51 .26,  the  scoping  process  for  an  EIS  may  include  a  public 
scoping  meeting  to  help  identify  significant  issues  related  to  a  proposed  activity  and  to 
determine  the  scope  of  issues  to  be  addressed  in  an  EIS.  The  NRC  has  decided  to  hold  public 
meetings  for  the  Pilgrim  license  renewal  supplement  to  the  GEIS.  The  scoping  meetings  will  be 
held  at  the  Radisson  Hotel  Plymouth  Harbor  Ballroom,  180  Water  Street,  Plymouth, 
Massachusetts  02360,  on  May  17,  2006.  There  will  be  two  sessions  to  accommodate 
interested  parties.  The  first  session  will  convene  at  1 :30  p.m.  and  will  continue  until  4:30  p.m., 
as  necessary.  The  second  session  will  convene  at  7:00  p.m.  with  a  repeat  of  the  overview 
portions  of  the  meeting  and  will  continue  until  10:00  p.m.,  as  necessary.  Both  meetings  will  be 
transcribed  and  will  include:  (1)  an  overview  by  the  NRC  staff  of  the  NEPA  environmental 
review  process,  the  proposed  scope  of  the  supplement  to  the  GEIS,  and  the  proposed  review 
schedule;  and  (2)  the  opportunity  for  interested  government  agencies,  organizations,  and 
individuals  to  submit  comments  or  suggestions  on  the  environmental  issues  or  the  proposed 
scope  of  the  supplement  to  the  GEIS.  Additionally,  the  NRC  staff  will  host  informal  discussions 
one  hour  prior  to  the  start  of  each  meeting  at  the  same  location.  No  formal  comments  on  the 
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proposed  scope  of  the  supplement  to  the  GEIS  will  be  accepted  during  the  informal 
discussions.  To  be  considered,  comments  must  be  provided  either  at  the  transcribed  public 
meetings  or  in  writing,  as  discussed  below.  Persons  may  register  to  attend  or  present  oral 
comments  at  the  meetings  on  the  scope  of  the  NEPA  review  by  contacting  the  NRC 
Environmental  Project  Manager  Mr.  Robert  Schaaf,  by  telephone  at  1-800-368-5642,  extension 
1 31 2,  or  by  e-mail  to  the  NRC  at  PilqrimEIS@nrc.gov  no  later  than  May  1 2,  2006.  Members  of 
the  public  may  also  register  to  speak  at  the  meeting  within  1 5  minutes  of  the  start  of  each 
session.  Individual  oral  comments  may  be  limited  by  the  time  available,  depending  on  the 
number  of  persons  who  register.  Members  of  the  public  who  have  not  registered  may  also 
have  an  opportunity  to  speak,  if  time  permits.  Public  comments  will  be  considered  in  the 
scoping  process  for  the  supplement  to  the  GEIS.  Mr.  Schaaf  will  need  to  be  contacted  no  later 
than  May  3,  2006,  if  special  equipment  or  accommodations  are  needed  to  attend  or  present 
information  at  the  public  meeting,  so  that  the  NRC  staff  can  determine  whether  the  request  can 
be  accommodated. 

Members  of  the  public  may  send  written  comments  on  the  environmental  scope  of  the 
Pilgrim  license  renewal  review  to  Chief,  Rules  and  Directives  Branch,  Division  of  Administrative 
Services,  Office  of  Administration,  Mailstop  T-6D59,  U.S.  Nuclear  Regulatory  Commission, 
Washington,  D.C.,  20555-0001 ,  and  should  cite  the  publication  date  and  page  number  of  this 
Federal  Register  notice.  Comments  may  also  be  delivered  to  the  NRC  at  Room  T-  6D59,  Two 
White  Flint  North,  11545  Rockville  Pike,  Rockville,  Maryland  20852,  from  7:30  a.m.  to 
4:15  p.m.  during  Federal  workdays.  To  be  considered  in  the  scoping  process,  written 
comments  should  be  postmarked  by  June  16,  2006.  Electronic  comments  may  be  sent  by 
e-mail  to  the  NRC  at  PilqrimEIS@nrc.gov  and  should  be  sent  no  later  than  June  16,  2006,  to  be 


considered  in  the  scoping  process.  Comments  will  be  available  electronically  and  accessible 
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through  NRC's  ADAMS  link  at  http://www.nrc.gov/readinq-rm/adams.html  at  the  NRC 
Homepage. 

Participation  in  the  scoping  process  for  the  supplement  to  the  GEIS  does  not  entitle 
participants  to  become  parties  to  the  proceeding  to  which  the  supplement  to  the  GEIS  relates. 


Notice  of  opportunity  for  a  hearing  regarding  the  renewal  application  was  the  subject  of  the 


aforementioned  Federal  Register  notice  (71  FR  15222).  Matters  related  to  participation  in  any 
hearing  are  outside  the  scope  of  matters  to  be  discussed  at  this  public  meeting. 

At  the  conclusion  of  the  scoping  process,  the  NRC  will  prepare  a  concise  summary  of 
the  determination  and  conclusions  reached,  including  the  significant  issues  identified,  and  will 
send  a  copy  of  the  summary  to  each  participant  in  the  scoping  process.  The  summary  will  also 
be  available  for  inspection  in  NRC's  ADAMS  link  at  http://www.nrc.gov/readinq-rm/adams.html. 
The  staff  will  then  prepare  and  issue  for  comment  the  draft  supplement  to  the  GEIS,  which  will 
be  the  subject  of  separate  notices  and  separate  public  meetings.  Copies  will  be  available  for 
public  inspection  at  the  above-mentioned  addresses,  and  one  copy  per  request  will  be  provided 
free  of  charge.  After  receipt  and  consideration  of  the  comments,  the  NRC  will  prepare  a  final 
supplement  to  the  GEIS,  which  will  also  be  available  for  public  inspection. 

Information  about  the  proposed  action,  the  supplement  to  the  GEIS,  and  the  scoping 
process  may  be  obtained  from  Mr.  Schaaf  at  the  aforementioned  telephone  number  or  e-mail 
address. 

Dated  at  Rockville,  Maryland,  this  7  day  of  April  2006. 


FOR  THE  NUCLEAR  REGULATORY  COMMISSION 


Rani  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  MA  021 14 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Christopher  Schwarz 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Travis  C.  McCullough 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Plymouth  Public  Library 
132  South  Street 
Plymouth,  MA  02360 
ATTN:  Ms.  Dinah  O’Brien 

Duxbury  Free  Library 
77  Alden  Street 
Duxbury,  MA  02332 
ATTN:  Ms.  Elaine  Winquist 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 
April  28,  2006 


MEMORANDUM  TO: 


FROM: 


Rani  L.  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 


Alicia  Williamson,  Project  Manager 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 


SUBJECT:  FORTHCOMING  MEETING  TO  DISCUSS  THE  ENVIRONMENTAL 

SCOPING  PROCESS  FOR  PILGRIM  NUCLEAR  POWER  STATION, 
LICENSE  RENEWAL  APPLICATION  (LRA) 


DATE  AND  TIME:  May  17,  2006,  (Two  identical  sessions) 

First  session:  1 :30  p.m.  -  4:30  p.m. 

Second  session:  7:00  p.m.  - 10:00  p.m. 


LOCATION:  Radisson  Hotel 

Plymouth  Harbor  Ballroom 
180  Water  Street 
Plymouth,  Massachusetts 

CATEGORY  3:*  This  is  a  Category  3  Meeting.  The  public  is  invited  to  participate  in  this 

meeting  by  providing  comments  and  asking  questions  throughout  the 
meeting. 

PURPOSE:  To  discuss  the  environmental  scoping  process  for  the  LRA  for  the  Pilgrim 

Nuclear  Power  Station.  These  meetings  will  provide  members  of  the 
public  with  the  opportunity  to  provide  comments  regarding  environmental 
issues  that  the  NRC  should  consider  during  its  review  of  the  LRA.  These 
meetings  are  being  conducted  as  part  of  the  scoping  process  outlined  in 
10  CFR  Part  51  to  support  development  of  an  environmental  impact 
statement  related  to  the  LRA.  See  the  attached  agenda  and  Federal 
Register  notice  (71  FR  1 9554).  A  copy  of  the  license  renewal  application 
is  available  at  http://www.nrc.aov/reactors/operatina/licensing/renewal/ 
applications/pilqrim. html  on  the  NRC’s  Web  page  or  in  ADAMS 
(Accession  Number  ML060300024). 


CONTACTS: 


Alicia  Williamson,  NRR 

301-415-1878 

ARW1@NRC.GOV 


Alicia  Mullins,  NRR 

301-415-1224 

AXM7@NRC.GOV 


* 


*  Commission's  Policy  Statement  on  "Enhancing  Public  Participation  in  NRC  Meetings,"  67  Federal 
Register  36920,  May  28,  2002. 
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PURPOSE  (Cont.): 


Both  formal  sessions  will  be  preceded  by  an  informal  "open  house” 
beginning  one  hour  prior  to  each  session  for  those  who  wish  to  attend. 
The  open  house  will  provide  members  of  the  public  with  an  opportunity  to 
talk  informally  one-on-one  with  NRC  staff.  Members  of  the  public  may 
register  to  present  oral  comments  at  this  meeting  by  contacting 
Ms.  Alicia  Williamson,  at  (800)  368-5642,  ext.  1878,  or  by  e-mail  at 
PilgrimEIS @ nrc.gov  by  May  12,  2006.  Those  who  wish  to  make 
comments  may  also  register  at  the  meeting  within  1 5  minutes  of  the  start 
of  each  session.  Individual  oral  comments  may  be  limited  by  the  time 
available,  depending  on  the  number  of  persons  who  register.  If  special 
equipment  or  accommodations  are  needed  to  attend  or  present 
information  at  the  public  meeting,  the  need  should  be  brought  to  the 
attention  of  Ms.  Williamson  no  later  than  May  3,  2006,  to  provide  the 
NRC  staff  adequate  notice  to  determine  whether  the  request  can  be 
accommodated. 


PARTICIPANTS: 


NRC 

F.  Cameron 
R.  Franovich 
R.  Schaaf 
et  al. 


Members  of  the  Public  Who  Register  to  Speak 


Docket  No.  50-293 

Enclosures: 

1.  Agenda 

2.  Federal  Register  Notice 


cc  w/encls:  See  next  page 
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AGENDA  FOR  PUBLIC  MEETING  TO  DISCUSS 
ENVIRONMENTAL  SCOPING  PROCESS  FOR 
PILGRIM  NUCLEAR  POWER  STATION,  LICENSE  RENEWAL  APPLICATION 

WEDNESDAY  MAY  17,  2006 


Two  Meeting  Sessions  - 1:30  p.m.  to  4:30  p.m.  and  7:00  p.m.  to  10:00  p.m.* 


I.  Welcome  and  Purpose  of  Meeting 

II.  Overview  of  License  Renewal  Process 

III.  Overview  of  Environmental  Review 
Process 

IV.  Public  Comments 

V.  Closing/Availability  of  Transcripts 


10  minutes  (F.  Cameron) 

10  minutes  (R.  Franovich) 

20  minutes  (R.  Schaaf) 

(F.  Cameron) 

5  minutes  (F.  Cameron,  R.  Franovich) 


*The  NRC  staff  will  host  informal  discussions  one  hour  prior  to  each  meeting  session.  No 
formal  comments  on  the  proposed  scope  of  the  Environmental  Impact  Statement  will  be 
accepted  during  the  informal  discussions.  To  be  considered,  comments  must  be  provided 
either  at  the  transcribed  public  meetings  (see  agenda,  above)  or  in  writing,  as  described  in  the 
attached  Federal  Register  Notice. 


Enclosure  1 


.  .*  • 

' 


4 


' 


■ 


{ 


■ 

: 


’ 

A 


[Federal  Register:  April  14,  2006  (Volume  71,  Number  72)] 

[Notices] 

[Page  19554-19556] 

From  the  Federal  Register  Online  via  GPO  Access  [wais.access.gpo.gov] 
[DOCID:fr14ap06-101] 


NUCLEAR  REGULATORY  COMMISSION 
[Docket  No.  50-293] 

Entergy  Nuclear  Operations,  Inc.;  Pilgrim  Nuclear  Power  Station;  Notice  of  Intent  To  Prepare  an 
Environmental  Impact  Statement  and  Conduct  Scoping  Process 

Entergy  Nuclear  Operations,  Inc.  (Entergy)  has  submitted  an  application  for  renewal  of 
Facility  Operating  License  DPR-35  for  an  additional  20  years  of  operation  at  the  Pilgrim  Nuclear 
Power  Station  (Pilgrim).  Pilgrim  is  located  on  the  western  shore  of  Cape  Cod  in  the  Town  of 
Plymouth,  Plymouth  County,  Massachusetts.  It  is  38  miles  southeast  of  Boston,  Massachusetts, 
and  44  miles  east  of  Providence,  Rhode  Island. 

The  operating  license  for  Pilgrim  expires  on  June  8,  2012.  The  application  for  renewal  was 
received  on  January  25,  2006,  pursuant  to  Title  10  of  the  Code  of  Federal  Regulations  (10 
CFR)  part  54.  A  notice  of  receipt  and  availability  of  the  application,  which  included  the 
environmental  report  (ER),  was  published  in  the  Federal  Register  on  February  6,  2006  (71  FR 
6101).  A  notice  of  acceptance  for  docketing  of  the  application  for  renewal  of  the  facility 
operating  license  was  published  in  the  Federal  Register  on  March  27,  2006  (71  FR  15222).  The 
purpose  of  this  notice  is  to  inform  the  public  that  the  U.S.  Nuclear  Regulatory  Commission 
(NRC)  will  be  preparing  an  environmental  impact  statement  (EIS)  in  support  of  the  review  of  the 
license  renewal  application  and  to  provide  the  public  an  opportunity  to  participate  in  the 
environmental  scoping  process,  as  defined  in  10  CFR  51.29.  In  addition,  as  outlined  in  Title  36 
of  the  Code  of  the  Federal  Regulations  800.8,  "Coordination  with  the  National  Environmental 
Policy  Act,"  the  NRC  plans  to  coordinate  compliance  with  section  106  of  the  National  Historic 
Preservation  Act  in  meeting  the  requirements  of  the  National  Environmental  Policy  Act  of  1969 
(NEPA). 

In  accordance  with  10  CFR  51.53(c)  and  10  CFR  54.23,  Entergy  submitted  the  ER  as  part  of 
the  application.  The  ER  was  prepared  pursuant  to  10  CFR  Part  51  and  is  publicly  available  for 
inspection  at  the  NRC  Public  Document  Room  (PDR),  located  at  One  White  Flint  North,  11555 
Rockville  Pike  (first  floor),  Rockville,  MD  20852,  or  from  the  NRC's  Agencywide  Documents 
Access  and  Management  System  (ADAMS).  ADAMS  is  accessible  from  the  Public  Electronic 
Reading  Room  on  the  NRC's  Web  site  at 

http://www.nrc.gov/reading-rm/adams/web-based.html.  The  Accession  Number  for  the  ER  is 
ML06083061 1.  Persons  who  do  not  have  access  to  ADAMS,  or  who  encounter  problems  in 
accessing  the  documents  located  in  ADAMS,  should  contact  the  NRC's  PDR  reference  staff  by 
telephone  at  1-800-397-4209,  or  301-415-4737,  or  by  e-mail  at  pdr@nrc.gov.  In  addition,  the 
Plymouth  Public  Library,  located  at  132  South  Street,  Plymouth,  MA  02360  and  the  Duxbury 
Free  Library,  located  at  77  Alden  Street,  Duxbury,  MA  02332  have  agreed  to  make  the  ER 
available  for  public  inspection. 

This  notice  advises  the  public  that  the  NRC  intends  to  gather  the  information  necessary  to 
prepare  a  plant-specific  supplement  to  the  Commission's  "Generic  Environmental  Impact 
Statement  (GEIS)  for  License  Renewal  of  Nuclear  Plants,"  (NUREG-1437)  related  to  the  review 
of  the  application  for  renewal  of  the  Pilgrim  operating  license  for  an  additional  20  years. 
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Possible  alternatives  to  the  proposed  action  (license  renewal)  include  no  action  and  reasonable 
alternative  energy  sources.  The  NRC  is  required  by  10  CFR  51.95  to  prepare  a  supplement  to 
the  GEIS  in  connection  with  the  renewal  of  an  operating  license.  This  notice  is  being  published 
in  accordance  with  National  Environmental  Policy  Act  of  1969  (NEPA)  and  the  NRC's 
regulations  found  in  10  CFR  part  51. 

The  NRC  will  first  conduct  a  scoping  process  for  the  supplement  to  the  GEIS  and,  as  soon  as 
practicable  thereafter,  will  prepare  a  draft  supplement  to  the  GEIS  for  public  comment. 
Participation  in  the  scoping  process  by  members  of  the  public  and  local,  State,  Tribal,  and 
Federal  government  agencies  is  encouraged.  The  scoping  process  for  the  supplement  to  the 
GEIS  will  be  used  to  accomplish  the  following: 

a.  Define  the  proposed  action  which  is  to  be  the  subject  of  the  supplement  to  the  GEIS. 

b.  Determine  the  scope  of  the  supplement  to  the  GEIS  and  identify  the  significant  issues  to 
be  analyzed  in  depth. 

c.  Identify  and  eliminate  from  detailed  study  those  issues  that  are  peripheral  or  that  are  not 
significant. 

d.  Identify  any  environmental  assessments  and  other  EISs  that  are  being  or  will  be  prepared 
that  are  related  to,  but  are  not  part  of  the  scope  of  the  supplement  to  the  GEIS  being 
considered. 

e.  Identify  other  environmental  review  and  consultation  requirements  related  to  the  proposed 
action. 

f.  Indicate  the  relationship  between  the  timing  of  the  preparation  of  the  environmental 
analyses  and  the  Commission's  tentative  planning  and  decision-making  schedule. 

g.  Identify  any  cooperating  agencies  and,  as  appropriate,  allocate  assignments  for 
preparation  and  schedules  for  completing  the  supplement  to  the  GEIS  to  the  NRC  and  any 
cooperating  agencies. 

h.  Describe  how  the  supplement  to  the  GEIS  will  be  prepared,  and  include  any  contractor 
assistance  to  be  used. 

The  NRC  invites  the  following  entities  to  participate  in  scoping: 

a.  The  applicant,  Entergy  Nuclear  Operations,  Inc.  (Entergy). 

b.  Any  Federal  agency  that  has  jurisdiction  by  law  or  special  expertise  with  respect  to  any 
environmental  impact  involved,  or  that  is  authorized  to  develop  and  enforce  relevant 
environmental  standards. 

c.  Affected  State  and  local  government  agencies,  including  those  authorized  to  develop  and 
enforce  relevant  environmental  standards. 

d.  Any  affected  Indian  tribe. 

e.  Any  person  who  requests  or  has  requested  an  opportunity  to  participate  in  the  scoping 
process. 

f.  Any  person  who  has  petitioned  or  intends  to  petition  for  leave  to  intervene. 

In  accordance  with  10  CFR  51.26,  the  scoping  process  for  an  EIS  may  include  a  public 
scoping  meeting  to  help  identify  significant  issues  related  to  a  proposed  activity  and  to 
determine  the  scope  of  issues  to  be  addressed  in  an  EIS.  The  NRC  has  decided  to  hold  public 
meetings  for  the  Pilgrim  license  renewal  supplement  to  the  GEIS.  The  scoping  meetings  will  be 
held  at  the  Radisson  Hotel  Plymouth  Harbor  Ballroom,  180  Water  Street,  Plymouth,  MA  02360, 
on  May  17,  2006.  There  will  be  two  sessions  to  accommodate  interested  parties.  The  first 
session  will  convene  at  1 :30  p.m.  and  will  continue  until  4:30  p.m.,  as  necessary.  The  second 
session  will  convene  at  7  p.m.  with  a  repeat  of  the  overview  portions  of  the  meeting  and  will 
continue  until  10  p.m.,  as  necessary.  Both  meetings  will  be  transcribed  and  will  include:  (1)  An 
overview  by  the  NRC  staff  of  the  NEPA  environmental  review  process,  the  proposed  scope  of 


i 


2 


I 

■ 

Q 


fk 


' 


■ 


■ 


. 


the  supplement  to  the  GEIS,  and  the  proposed  review  schedule;  and  (2)  the  opportunity  for 
interested  government  agencies,  organizations,  and  individuals  to  submit  comments  or 
suggestions  on  the  environmental  issues  or  the  proposed  scope  of  the  supplement  to  the  GEIS. 
Additionally,  the  NRC  staff  will  host  informal  discussions  one  hour  prior  to  the  start  of  each 
meeting  at  the  same  location.  No  formal  comments  on  the  proposed  scope  of  the  supplement 
to  the  GEIS  will  be  accepted  during  the  informal  discussions.  To  be  considered,  comments 
must  be  provided  either  at  the  transcribed  public  meetings  or  in  writing,  as  discussed  below. 
Persons  may  register  to  attend  or  present  oral  comments  at  the  meetings  on  the  scope  of  the 
NEPA  review  by  contacting  the  NRC  Environmental  Project  Manager  Mr.  Robert  Schaaf,  by 
telephone  at  1-800-368-5642,  extension  1312,  or  by  e-mail  to  the  NRC  at  PilgrimEIS@nrc.gov 
no  later  than  May  12,  2006.  Members  of  the  public  may  also  register  to  speak  at  the  meeting 
within  15  minutes  of  the  start  of  each  session.  Individual  oral  comments  may  be  limited  by  the 
time  available,  depending  on  the  number  of  persons  who  register.  Members  of  the  public  who 
have  not  registered  may  also  have  an  opportunity  to  speak,  if  time  permits.  Public  comments 
will  be  considered  in  the  scoping  process  for  the  supplement  to  the  GEIS.  Mr.  Schaaf  will  need 
to  be  contacted  no  later  than  May  3,  2006,  if  special  equipment  or  accommodations  are  needed 
to  attend  or  present  information  at  the  public  meeting,  so  that  the  NRC  staff  can  determine 
whether  the  request  can  be  accommodated. 

Members  of  the  public  may  send  written  comments  on  the  environmental  scope  of  the  Pilgrim 
license  renewal  review  to  Chief,  Rules  and  Directives  Branch,  Division  of  Administrative 
Services,  Office  of  Administration,  Mailstop  T-6D59,  U.S.  Nuclear  Regulatory  Commission, 
Washington,  DC  20555-0001,  and  should  cite  the  publication  date  and  page  number  of  this 
Federal  Register  notice.  Comments  may  also  be  delivered  to  the  NRC  at  Room  T-6D59,  Two 
White  Flint  North,  11545  Rockville  Pike,  Rockville,  Maryland  20852,  from  7:30  a.m.  to  4:15  p.m. 
during  Federal  workdays.  To  be  considered  in  the  scoping  process,  written  comments  should 
be  postmarked  by  June  16,  2006.  Electronic  comments  may  be  sent  by  e-mail  to  the  NRC  at 
PilgrimEIS@nrc.gov  and  should  be  sent  no  later  than  June  16,  2006,  to  be  considered  in  the 
scoping  process.  Comments  will  be  available  electronically  and  accessible  through  NRC's 
ADAMS  link  at  http://www.nrc.gov/reading-rm/adams.html  at  the  NRC  Homepage. 

Participation  in  the  scoping  process  for  the  supplement  to  the  GEIS  does  not  entitle 
participants  to  become  parties  to  the  proceeding  to  which  the  supplement  to  the  GEIS  relates. 
Notice  of  opportunity  for  a  hearing  regarding  the  renewal  application  was  the  subject  of  the 
aforementioned  Federal  Register  notice  (71  FR  15222).  Matters  related  to  participation  in  any 
hearing  are  outside  the  scope  of  matters  to  be  discussed  at  this  public  meeting. 

At  the  conclusion  of  the  scoping  process,  the  NRC  will  prepare  a  concise  summary  of  the 
determination  and  conclusions  reached,  including  the  significant  issues  identified,  and  will  send 
a  copy  of  the  summary  to  each  participant  in  the  scoping  process.  The  summary  will  also  be 
available  for  inspection  in  NRC's  ADAMS  link  at  http://www.nrc.gov/reading-rm/adams.html. 

The  staff  will  then  prepare  and  issue  for  comment  the  draft  supplement  to  the  GEIS,  which  will 
be  the  subject  of  separate  notices  and  separate  public  meetings.  Copies  will  be  available  for 
public  inspection  at  the  above-mentioned  addresses,  and  one  copy  per  request  will  be  provided 
free  of  charge.  After  receipt  and  consideration  of  the  comments,  the  NRC  will  prepare  a  final 
supplement  to  the  GEIS,  which  will  also  be  available  for  public  inspection. 
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Information  about  the  proposed  action,  the  supplement  to  the  GEIS,  and  the  scoping  process 
may  be  obtained  from  Mr.  Schaaf  at  the  aforementioned  telephone  number  or  e-mail  address. 

Dated  at  Rockville,  Maryland,  this  7th  day  of  April  2006. 

For  the  Nuclear  Regulatory  Commission. 

Rani  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation. 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  MA  02114 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Assessment 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  David  F.  Tarantino 
Nuclear  Information  Manager 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 
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cc: 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Brian  O’Grady 

Vice  President,  Operations  Support 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Mr.  John  M.  Fulton 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Kenneth  L.  Graesser 
38832  N.  Ashley  Drive 
Lake  Villa,  IL  60046 

Mr.  Ronald  Toole 
1282  Valley  of  Lakes 
Box  R-10 

Hazelton,  PA  18202 

Ms.  Deb  Katz,  Executive  Director 
Nuclear  Security  Coalition 
c/o  Citizens  Awareness  Network 
Box  83 

Shelburne  Falls,  MA  01370 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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Pilgrim  Nuclear  Power  Station 

Plymouth  Public  Library 
Attn:  Ms.  Dinah  O’Brien 
1 32  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
Attn:  Mr.  David  Murphy 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
Attn:  Librarian  Susan  Olin 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 
April  21,  2006 


Ms.  Jean  McGinnis,  Tribe  Council 
Mohegan  Tribe 
5  Crowhill  Road 
Uncasville,  CT  06382 

SUBJECT:  REQUEST  FOR  COMMENTS  REGARDING  THE  PILGRIM  NUCLEAR  POWER 

STATION  LICENSE  RENEWAL  APPLICATION  REVIEW 

Dear  Ms.  McGinnis: 

The  U.S.  Nuclear  Regulatory  Commission  (NRC)  staff  is  seeking  input  for  its  environmental 
review  of  an  application  from  Entergy  Nuclear  Operations  (Entergy),  Inc.  for  the  renewal  of  the 
operating  license  for  the  Pilgrim  Nuclear  Power  Station,  located  on  the  western  shore  of  Cape 
Cod  Bay  in  the  Town  of  Plymouth,  Plymouth  County,  Massachusetts.  Pilgrim  is  in  close 
proximity  to  lands  that  may  be  of  interest  to  the  Mohegan  Tribe  of  Connecticut.  As  described 
below,  the  NRC  process  includes  an  opportunity  for  public  and  inter-governmental  participation 
in  the  environmental  review.  We  want  to  ensure  that  you  are  aware  of  our  efforts  and,  pursuant 
to  Title  10  of  the  Code  of  Federal  Regulations  Part  51 .28(b)  (10  CFR  51 .28(b)),  the  NRC  invites 
the  Mohegan  Tribe  to  provide  input  to  the  scoping  process  relating  to  the  NRC’s  environmental 
review  of  the  application.  In  addition,  as  outlined  in  36  CFR  800.8,  the  NRC  plans  to  coordinate 
compliance  with  Section  1  06  of  the  National  Historic  Preservation  Act  of  1966  through  the 
requirements  of  the  National  Environmental  Policy  Act  of  1 969. 

Under  NRC  regulations,  the  original  operating  license  for  a  nuclear  power  plant  is  issued  for 
40  years.  The  license  may  be  renewed  for  up  to  an  additional  20  years,  if  NRC  requirements 
are  met.  The  current  operating  license  for  Pilgrim  will  expire  on  June  8,  2012.  Entergy  Nuclear 
Operations,  Inc.  submitted  its  application  for  renewal  of  the  Pilgrim  operating  license  on 
January  25,  2006. 

The  NRC  is  gathering  information  for  a  Pilgrim  site-specific  supplement  to  its  "Generic 
Environmental  Impact  Statement  for  License  Renewal  of  Nuclear  Plants"  (GEIS), 
NUREG-1437.  The  supplement  will  contain  the  results  of  the  review  of  the  environmental 
impacts  on  the  area  surrounding  the  Pilgrim  site  that  are  related  to  terrestrial  ecology,  aquatic 
ecology,  hydrology,  cultural  resources,  and  socioeconomic  issues  (among  others)  and  will 
contain  a  recommendation  regarding  the  environmental  acceptability  of  the  license  renewal 
action.  Enclosures  1  and  2  provide  a  general  overview  of  the  site  location  and  site  layout. 
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The  NRC  will  hold  two  public  scoping  meetings  for  the  Pilgrim  license  renewal  supplement  to 
the  GEIS  on  May  17,  2006,  at  the  Radisson  Hotel  Plymouth  Harbor  Ballroom,  180  Water  Street, 
Plymouth,  Massachusetts  02360.  There  will  be  two  sessions  to  accommodate  interested 
parties.  The  first  session  will  convene  at  1 :30  p.m.  and  will  continue  until  4:30  p.m.,  as 
necessary.  The  second  session  will  convene  at  7:00  p.m.,  with  a  repeat  of  the  overview 
portions  of  the  meeting,  and  will  continue  until  10:00  p.m.,  as  necessary.  Additionally,  the  NRC 
staff  will  host  informal  discussions  one  hour  before  the  start  of  each  session.  To  be  considered, 
comments  must  be  provided  either  at  the  transcribed  public  meetings  or  in  writing.  No  formal 
comments  on  the  proposed  scope  of  the  supplement  to  the  GEIS  will  be  accepted  during 
informal  discussions. 

The  license  renewal  application  is  publicly  available  at  the  NRC  Public  Document  Room  (PDR), 
located  at  One  White  Flint  North,  11555  Rockville  Pike,  (first  floor)  Rockville,  Maryland,  20852, 
or  from  the  NRC’s  Agencywide  Documents  Access  and  Management  System  (ADAMS).  The 
ADAMS  Public  Electronic  Reading  Room  is  accessible  at  http://www.nrc.gov/readinq- 
rm/adams.html.  The  accession  number  for  the  license  renewal  application  is  ML060300024. 
Persons  who  do  not  have  access  to  ADAMS,  or  who  encounter  problems  accessing  the 
documents  located  in  ADAMS,  should  contact  the  NRC  Public  Document  Room  Reference  staff 
at  1-800-397-4209,  301-415-4737,  or  by  e-mail  at  pdr@nrc.gov. 

The  Pilgrim  license  renewal  application  is  also  available  on  the  Internet  at 
www.nrc.gov/reactors/operatinq/licensinq/renewal/applications/pilqrim.html.  In  addition,  the 
Plymouth  Public  Library  located  at  132  South  Street,  Plymouth,  MA  02360,  the  Duxbury  Free 
Library  located  at  77  Alden  Street,  Duxbury,  MA  02332,  and  the  Kingston  Public  Library 
6  Green  Street,  Kingston,  MA  02364,  have  agreed  to  make  the  application  available  for  public 
inspection. 

The  GEIS,  which  assesses  the  scope  and  impact  of  environmental  effects  that  would  be 
associated  with  license  renewal  at  any  nuclear  power  plant  site,  can  also  be  found  on  the 
NRC’s  website  or  at  the  NRC’s  PDR. 

Please  submit  any  comments  that  the  Mohegan  Tribe  may  have  to  offer  on  the  scope  of  the 
environmental  review  by  June  1 6,  2006.  Written  comments  should  be  submitted  by  mail  to  the 
Chief,  Rules  and  Directives  Branch,  Division  of  Administrative  Services,  Mail  Stop  T-6D59, 

U.S.  Nuclear  Regulatory  Commission,  Washington  D.C.  20555-0001.  Electronic  comments 
may  be  submitted  to  the  NRC  by  e-mail  at  PilqrimEIS@nrc.gov.  At  the  conclusion  of  the 
scoping  process,  the  NRC  staff  will  prepare  a  summary  of  the  significant  issues  identified  and 
the  conclusions  reached,  and  a  copy  will  be  mailed  to  you. 
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The  NRC  will  issue  the  draft  supplemental  environmental  impact  statement  (SEIS)  for  public 
comment  (anticipated  publication  date  December  2006),  and  will  hold  another  set  of  public 
meetings  in  the  site  vicinity  to  solicit  comments  on  the  draft.  A  copy  of  the  draft  SEIS  will  be 
sent  to  you  for  your  review  and  comment.  After  consideration  of  public  comments  received  on 
the  draft,  the  NRC  will  prepare  a  final  SEIS.  The  issuance  of  a  final  SEIS  for  Pilgrim  is  planned 
for  July  2007.  If  you  need  additional  information  regarding  the  environmental  review  process, 
please  contact  Ms.  Alicia  Willamson,  Environmental  Project  Manager,  at  301-415-1878  or  by 
e-mail  at  ARW1@nrc.gov. 


Sincerely, 


Environmental  Branch  B 

Division  of  License  Renewal 

Office  of  Nuclear  Reactor  Regulation 


Docket  No.  50-293 
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Pilgrim  Nuclear  Power  Station 
cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  M A  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  MA  02114 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Christopher  Schwarz 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Travis  C.  McCullough 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Plymouth  Public  Library 
Attn:  Ms.  Dinah  O’Brien 
1 32  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
Attn:  Mr.  David  Murphy 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
Attn:  Reference  Librarian 
6  Green  Street 
Kingston,  MA  02364 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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primarily  forested.  The  transmission  line  corridor  traverses  a  portion  of  Plymouth  County, 
Massachusetts.  Enclosure  3  shows  the  transmission  system  of  interest. 

To  support  the  SEIS  preparation  process  and  to  ensure  compliance  with  Section  7  of  the 
Endangered  Species  Act,  the  NRC  requests  a  list  of  species  and  information  on  protected, 
proposed,  and  candidate  species  and  critical  habitat  that  may  be  in  the  vicinity  of  Pilgrim  and  its 
associated  transmission  line  right-of-way.  In  addition,  please  provide  any  information  you 
consider  appropriate  under  the  provisions  of  the  Fish  and  Wildlife  Coordination  Act. 

The  NRC  staff  plans  to  conduct  a  site  audit  on  May  1-5,  2006.  The  staff  plans  to  hold  two 
public  NEPA  scoping  meetings  on  May  17,  2006,  at  the  Radisson  Hotel  Plymouth  Harbor 
Ballroom,  180  Water  Street,  Plymouth,  Massachusetts.  You  and  your  staff  are  invited  to  attend 
both  the  site  audit  and  public  meetings.  Your  office  will  also  receive  a  copy  of  the  draft  SEIS 
along  with  a  request  for  comments.  The  anticipated  publication  date  for  the  draft  SEIS  is 
December  2006. 

If  you  have  any  questions  regarding  the  NRC  staff  review  of  this  license  renewal  application, 
please  contact  the  NRC  Environmental  Project  Manager,  Ms.  Alicia  Williamson,  at 
301-415-1878  or  arwl  @ nrc.gov. 


Sincerely, 


Rani  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 


Docket  No.:  50-293 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  M A  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  M A  02114 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  M A  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Assessment 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  David  F.  Tarantino 
Nuclear  Information  Manager 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 
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cc: 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Brian  O’Grady 

Vice  President,  Operations  Support 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Mr.  John  M.  Fulton 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Kenneth  L.  Graesser 
38832  N.  Ashley  Drive 
Lake  Villa,  IL  60046 

Mr.  Ronald  Toole 
1282  Valley  of  Lakes 
Box  R-10 

Hazelton,  PA  18202 

Ms.  Deb  Katz,  Executive  Director 
Nuclear  Security  Coalition 
c/o  Citizens  Awareness  Network 
Box  83 

Shelburne  Falls,  MA  01370 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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cc: 

Plymouth  Public  Library 
1 32  South  Street 
Plymouth,  MA  02360 
ATTN:  Dinah  O’Brien 

Duxbury  Free  Library 
77  Alden  Street 
Duxbury,  MA  02332 
ATTN:  Ms.  Elaine  Winquist 

Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
ATTN:  Reference  Librarian 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 
April  25,  2006 


Mr.  Peter  Colosi 

Habitat  Conservation  Coordinator 
National  Marine  Fisheries  Service 
One  Blackburn  Drive 
Glouster,  MA  01930 

SUBJECT:  REQUEST  FOR  A  LIST  OF  PROTECTED  SPECIES  AND  ESSENTIAL  FISH 

HABITAT  WITHIN  THE  AREA  UNDER  EVALUATION  FOR  THE  PILGRIM 
NUCLEAR  POWER  STATION  LICENSE  RENEWAL  APPLICATION  REVIEW 

Dear  Mr.  Colosi: 

The  U.S.  Nuclear  Regulatory  Commission  (NRC)  is  reviewing  an  application  submitted  by 
Entergy  Nuciear  Operations,  inc.  (Entergy)  for  the  renewal  of  the  operating  license  for  Pilgrim 
Nuclear  Power  Station  (Pilgrim).  Pilgrim  is  located  on  the  western  shore  of  Cape  Cod  Bay  in  the 
Town  of  Plymouth,  Plymouth  County,  Massachusetts.  It  is  38  miles  southeast  of  Boston, 
Massachusetts,  and  44  miles  east  of  Providence,  Rhode  Island.  As  part  of  the  review  of  the 
license  renewal  application,  the  NRC  is  preparing  a  Supplemental  Environmental  Impact 
Statement  (SEIS)  under  the  provisions  of  the  National  Environmental  Policy  Act  (NEPA)  of 
1969,  as  amended.  The  SEIS  includes  an  analysis  of  pertinent  environmental  issues,  including 
endangered  or  threatened  species  and  impacts  to  marine  resources  and  habitat.  This  letter  is 
being  submitted  under  the  provisions  of  the  Endangered  Species  Act  of  1973,  as  amended,  the 
Fish  and  Wildlife  Coordination  Act  of  1934,  as  amended,  and  the  Sustainable  Fisheries  Act 
of  1 996. 

The  proposed  action  is  to  renew  the  facility  operating  license  for  Pilgrim  for  an  additional  20 
years  beyond  the  expiration  of  the  current  operating  license.  The  proposed  action  would 
include  the  use  and  continued  maintenance  of  existing  plant  facilities  and  transmission  lines. 
The  Pilgrim  industrial  facility  covers  approximately  140  acres.  Approximately  1 ,500  acres  is 
owned  by  Entergy  and  is  held  in  a  forest  management  trust.  Enclosures  1  and  2  provide  a 
general  overview  of  the  site  location  and  site  layout. 

Pilgrim  is  equipped  with  a  once-through  heat  dissipation  system  that  withdraws  cooling  water 
from  and  discharges  it  to  Cape  Cod  Bay.  Seawater  for  cooling  and  service  water  is  withdrawn 
from  Cape  Cod  Bay  via  an  embayment  formed  by  two  breakwaters.  After  circulating  through 
the  condensers,  cooling  water  is  returned  to  Cape  Cod  Bay  via  a  discharge  channel 
immediately  adjacent  to  the  intake  embayment. 

Approximately  7.2  miles  of  transmission  line  corridor  occupying  approximately  260  acres 
connect  Pilgrim  to  the  regional  transmission  system.  Two  transmission  lines  were  built  to 
connect  Pilgrim  to  the  transmission  system  and  are  within  the  scope  of  review  for  this  action. 
Both  lines  run  approximately  five  miles  on  shared  right-of-way  from  the  plant  substation  to  the 
Jordan  Road  Tap.  One  line  continues  beyond  the  Jordan  Road  Tap  for  approximately  2.2 
additional  miles  to  the  Snake  Hill  Road  Tap.  Both  lines  operate  at  345  kilovolts.  The 
transmission  line  corridor  is  approximately  300  feet  wide  and  passes  through  rolling  land  that  is 
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primarily  forested.  The  transmission  line  corridor  traverses  a  portion  of  Plymouth  County, 
Massachusetts.  Enclosure  3  shows  the  transmission  system  of  interest. 

To  support  the  SEIS  preparation  process  and  to  ensure  compliance  with  Section  7  of  the 
Endangered  Species  Act,  the  NRC  requests  a  list  of  species  and  information  on  protected, 
proposed,  and  candidate  species  and  critical  habitat  that  may  be  in  the  vicinity  of  Pilgrim  and  its 
associated  transmission  line  right-of-way.  In  addition,  please  provide  any  information  you 
consider  appropriate  under  the  provisions  of  the  Fish  and  Wildlife  Coordination  Act.  Also,  in 
support  of  the  SEIS  preparation  and  to  ensure  compliance  with  Section  305  of  the  Magnuson- 
Stevens  Fishery  Conservation  and  Management  Act,  the  NRC  requests  a  list  of  essential  fish 
habitat  that  has  been  designated  in  the  vicinity  of  the  Pilgrim  site  and  its  associated 
transmission  line  corridors. 

The  NRC  staff  plans  to  conduct  a  site  audit  on  May  1-5,  2006.  The  staff  plans  to  hold  two 
public  NEPA  scoping  meetings  on  May  17,  2006,  at  the  Radisson  Hotel  Plymouth  Harbor 
Ballroom,  180  Water  Street,  Plymouth,  Massachusetts.  You  and  your  staff  are  invited  to  attend 
both  the  site  audit  and  public  meetings.  Your  office  will  also  receive  a  copy  of  the  draft  SEIS 
along  with  a  request  for  comments.  The  anticipated  publication  date  for  the  draft  SEIS  is 
December  2006. 

If  you  have  any  questions  regarding  the  NRC  staff  review  of  this  license  renewal  application, 
please  contact  the  NRC  Environmental  Project  Manager,  Ms.  Alicia  Williamson,  at 
301-415-1878  or  arwl  @nrc.gov. 


Sincerelv. 


Ram  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  M A  02114 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Assessment 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  David  F.  Tarantino 
Nuclear  Information  Manager 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 
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cc: 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Brian  O’Grady 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Mr.  John  M.  Fulton 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Kenneth  L.  Graesser 
38832  N.  Ashley  Drive 
Lake  Villa,  IL  60046 

Mr.  Ronald  Toole 
1 282  Valley  of  Lakes 
Box  R-10 

Hazelton,  PA  1 8202 

Ms.  Deb  Katz,  Executive  Director 
Nuclear  Security  Coalition 
c/o  Citizens  Awareness  Network 
Box  83 

Shelburne  Falls,  MA  01370 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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cc: 


Plymouth  Public  Library 
1 32  South  Street 
Plymouth,  MA  02360 
ATTN:  Dinah  O’Brien 

Duxbury  Free  Library 
77  Alden  Street 
Duxbury,  MA  02332 
ATTN:  Ms.  Elaine  Winquist 

Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
ATTN:  Reference  Librarian 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 


April  21,  2006 


Ms.  Cheryl  Andrews-Maltais 
Tribal  Historic  Preservation  Officer 
Wampanoag  Tribe  of  Gay  Head-Aquinnah 
20  Black  Brook  Road 
Aquinnah,  MA  02535-9701 

SUBJECT:  REQUEST  FOR  COMMENTS  REGARDING  THE  PILGRIM  NUCLEAR  POWER 

STATION  LICENSE  RENEWAL  APPLICATION  REVIEW 

Dear  Ms.  Andrews-Maltais: 

The  U.S.  Nuclear  Regulatory  Commission  (NRC)  staff  is  seeking  input  for  its  environmental 
review  of  an  application  from  Entergy  Nuclear  Operations  (Entergy),  Inc.  for  the  renewal  of  the 
operating  license  for  the  Pilgrim  Nuclear  Power  Station,  located  on  the  western  shore  of  Cape 
Cod  Bay  in  the  Town  of  Plymouth,  Plymouth  County,  Massachusetts.  Pilgrim  is  in  close 
proximity  to  lands  that  may  be  of  interest  to  the  Wampanoag  Tribe  of  Gay  Head  (Aquinnah). 

As  described  below,  the  NRC  process  includes  an  opportunity  for  public  and  inter-governmental 
participation  in  the  environmental  review.  We  want  to  ensure  that  you  are  aware  of  our  efforts 
and,  pursuant  to  Title  1 0  of  the  Code  of  Federal  Regulations  Part  51 .28(b)  (1 0  CFR  51 .28(b)), 
the  NRC  invites  the  Wampanoag  Tribe  to  provide  input  to  the  scoping  process  relating  to  the 
>  NRC’s  environmental  review  of  the  application.  In  addition,  as  outlined  in  36  CFR  800.8,  the 

NRC  plans  to  coordinate  compliance  with  Section  106  of  the  National  Historic  Preservation  Act 
of  1966  through  the  requirements  of  the  National  Environmental  Policy  Act  of  1969. 

Under  NRC  regulations,  the  original  operating  license  for  a  nuclear  power  plant  is  issued  for 
40  years.  The  license  may  be  renewed  for  up  to  an  additional  20  years,  if  NRC  requirements 
are  met.  The  current  operating  license  for  Pilgrim  will  expire  on  June  8,  2012.  Entergy  Nuclear 
Operations,  Inc.  submitted  its  application  for  renewal  of  the  Pilgrim  operating  license  on 
January  25,  2006. 

The  NRC  is  gathering  information  for  a  Pilgrim  site-specific  supplement  to  its  "Generic 
Environmental  Impact  Statement  for  License  Renewal  of  Nuclear  Plants"  (GEIS), 

NUREG-1437.  The  supplement  will  contain  the  results  of  the  review  of  the  environmental 
impacts  on  the  area  surrounding  the  Pilgrim  site  that  are  related  to  terrestrial  ecology,  aquatic 
ecology,  hydrology,  cultural  resources,  and  socioeconomic  issues  (among  others)  and  will 
contain  a  recommendation  regarding  the  environmental  acceptability  of  the  license  renewal 
action.  Enclosures  1  and  2  provide  a  general  overview  of  the  site  location  and  site  layout. 
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The  NRC  will  hold  two  public  scoping  meetings  for  the  Pilgrim  license  renewal  supplement  to 
the  GEIS  on  May  17,  2006,  at  the  Radisson  Hotel  Plymouth  Harbor  Ballroom,  180  Water  Street, 
Plymouth,  Massachusetts  02360.  There  will  be  two  sessions  to  accommodate  interested 
parties.  The  first  session  will  convene  at  1 :30  p.m.  and  will  continue  until  4:30  p.m.,  as 
necessary.  The  second  session  will  convene  at  7:00  p.m.,  with  a  repeat  of  the  overview 
portions  of  the  meeting,  and  will  continue  until  10:00  p.m.,  as  necessary.  Additionally,  the  NRC 
staff  will  host  informal  discussions  one  hour  before  the  start  of  each  session.  To  be  considered, 
comments  must  be  provided  either  at  the  transcribed  public  meetings  or  in  writing.  No  formal 
comments  on  the  proposed  scope  of  the  supplement  to  the  GEIS  will  be  accepted  during 
informal  discussions. 

The  license  renewal  application  is  publicly  available  at  the  NRC  Public  Document  Room  (PDR), 
located  at  One  White  Flint  North,  11555  Rockville  Pike,  (first  floor)  Rockville,  Maryland,  20852, 
or  from  the  NRC’s  Agencywide  Documents  Access  and  Management  System  (ADAMS).  The 
ADAMS  Public  Electronic  Reading  Room  is  accessible  at  http://www.nrc.gov/readinq- 
rm/adams.html.  The  accession  number  for  the  license  renewal  application  is  ML060300024. 
Persons  who  do  not  have  access  to  ADAMS,  or  who  encounter  problems  accessing  the 
documents  located  in  ADAMS,  should  contact  the  NRC  Public  Document  Room  Reference  staff 
at  1-800-397-4209,  301-415-4737,  or  by  e-mail  at  pdr@nrc.gov. 

The  Pilgrim  license  renewal  application  is  also  available  on  the  Internet  at 
www.nrc.gov/reactors/operatinq/licensinq/renewal/applications/pilgrim.html.  In  addition,  the 
Plymouth  Public  Library  located  at  132  South  Street,  Plymouth,  MA  02360,  the  Duxbury  Free 
Library  located  at  77  Alden  Street,  Duxbury,  MA  02332,  and  the  Kingston  Public  Library  6 
Green  Street,  Kingston,  MA  02364,  have  agreed  to  make  the  application  available  for  public 
inspection. 

The  GEIS,  which  assesses  the  scope  and  impact  of  environmental  effects  that  would  be 
associated  with  license  renewal  at  any  nuclear  power  plant  site,  can  also  be  found  on  the 
NRC’s  website  or  at  the  NRC’s  PDR. 

Please  submit  any  comments  that  the  Wampanoag  Tribe  may  have  to  offer  on  the  scope  of  the 
environmental  review  by  June  16,  2006.  Written  comments  should  be  submitted  by  mail  to  the 
Chief,  Rules  and  Directives  Branch,  Division  of  Administrative  Services,  Mail  Stop  T-6D59, 

U.S.  Nuclear  Regulatory  Commission,  Washington  D.C.  20555-0001.  Electronic  comments 
may  be  submitted  to  the  NRC  by  e-mail  at  PilqrimEIS@nrc.gov.  At  the  conclusion  of  the 
scoping  process,  the  NRC  staff  will  prepare  a  summary  of  the  significant  issues  identified  and 
the  conclusions  reached,  and  a  copy  will  be  mailed  to  you. 
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The  NRC  will  issue  the  draft  supplemental  environmental  impact  statement  (SEIS)  for  public 
comment  (anticipated  publication  date  December  2006),  and  will  hold  another  set  of  public 
meetings  in  the  site  vicinity  to  solicit  comments  on  the  draft.  A  copy  of  the  draft  SEIS  will  be 
sent  to  you  for  your  review  and  comment.  After  consideration  of  public  comments  received  on 
the  draft,  the  NRC  will  prepare  a  final  SEIS.  The  issuance  of  a  final  SEIS  for  Pilgrim  is  planned 
for  July  2007.  If  you  need  additional  information  regarding  the  environmental  review  process, 
please  contact  Ms.  Alicia  Williamson,  Environmental  Project  Manager,  at  301-415-1878  or  by 
e-mail  at  ARW1@nrc.gov. 


Sincerely, 


Rani  L.  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 
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Pilgrim  Nuclear  Power  Station 
cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  T remont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  MA  02114 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1 340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Christopher  Schwarz 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Travis  C.  McCullough 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Plymouth  Public  Library 
Attn:  Ms.  Dinah  O’Brien 
1 32  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
Attn:  Mr.  David  Murphy 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
ATTN:  Reference  Librarian 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 


April  21,  2006 


Mr.  Michael  Bowland 
Director  of  Natural  Resources 
Mashantucket  Tribal  Council  Office 
P.O.  Box  3202 
Mashantucket,  CT  06338 

SUBJECT:  REQUEST  FOR  COMMENTS  REGARDING  THE  PILGRIM  NUCLEAR  POWER 

STATION  LICENSE  RENEWAL  APPLICATION  REVIEW 

Dear  Mr.  Bowland: 

The  U.S.  Nuclear  Regulatory  Commission  (NRC)  staff  is  seeking  input  for  its  environmental 
review  of  an  application  from  Entergy  Nuclear  Operations  (Entergy),  Inc.  for  the  renewal  of  the 
operating  license  for  the  Pilgrim  Nuclear  Power  Station,  located  on  the  western  shore  of  Cape 
Cod  Bay  in  the  Town  of  Plymouth,  Plymouth  County,  Massachusetts.  Pilgrim  is  in  close 
proximity  to  lands  that  may  be  of  interest  to  the  Mashantucket  Tribal  Council  Office.  As 
described  below,  the  NRC  process  includes  an  opportunity  for  public  and  inter-governmental 
participation  in  the  environmental  review.  We  want  to  ensure  that  you  are  aware  of  our  efforts 
and,  pursuant  to  Title  1 0  of  the  Code  of  Federal  Regulations  Part  51 .28(b)  (1 0  CFR  51 .28(b)), 
the  NRC  invites  the  Mashantucket  Tribal  Council  Office  to  provide  input  to  the  scoping  process 
relating  to  the  NRC’s  environmental  review  of  the  application.  In  addition,  as  outlined  in 
36  CFR  800.8,  the  NRC  plans  to  coordinate  compliance  with  Section  106  of  the  National 
Historic  Preservation  Act  of  1966  through  the  requirements  of  the  National  Environmental  Policy 
Act  of  1969. 

Under  NRC  regulations,  the  original  operating  license  for  a  nuclear  power  plant  is  issued  for 
40  years.  The  license  may  be  renewed  for  up  to  an  additional  20  years,  if  NRC  requirements 
are  met.  The  current  operating  license  for  Pilgrim  will  expire  on  June  8,  2012.  Entergy  Nuclear 
Operations,  Inc.  submitted  its  application  for  renewal  of  the  Pilgrim  operating  license  on 
January  25,  2006. 

The  NRC  is  gathering  information  for  a  Pilgrim  site-specific  supplement  to  its  "Generic 
Environmental  Impact  Statement  for  License  Renewal  of  Nuclear  Plants"  (GEIS), 

NUREG-1437.  The  supplement  will  contain  the  results  of  the  review  of  the  environmental 
impacts  on  the  area  surrounding  the  Pilgrim  site  that  are  related  to  terrestrial  ecology,  aquatic 
ecology,  hydrology,  cultural  resources,  and  socioeconomic  issues  (among  others)  and  will 
contain  a  recommendation  regarding  the  environmental  acceptability  of  the  license  renewal 
action.  Enclosures  1  and  2  provide  a  general  overview  of  the  site  location  and  site  layout. 
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The  NRC  will  hold  two  public  scoping  meetings  for  the  Pilgrim  license  renewal  supplement  to 
the  GEIS  on  May  17,  2006,  at  the  Radisson  Hotel  Plymouth  Harbor  Ballroom,  180  Water  Street, 
Plymouth,  Massachusetts  02360.  There  will  be  two  sessions  to  accommodate  interested 
parties.  The  first  session  will  convene  at  1 :30  p.m.  and  will  continue  until  4:30  p.m.,  as 
necessary.  The  second  session  will  convene  at  7:00  p.m.,  with  a  repeat  of  the  overview 
portions  of  the  meeting,  and  will  continue  until  10:00  p.m.,  as  necessary.  Additionally,  the  NRC 
staff  will  host  informal  discussions  one  hour  before  the  start  of  each  session.  To  be  considered, 
comments  must  be  provided  either  at  the  transcribed  public  meetings  or  in  writing.  No  formal 
comments  on  the  proposed  scope  of  the  supplement  to  the  GEIS  will  be  accepted  during 
informal  discussions. 

The  license  renewal  application  is  publicly  available  at  the  NRC  Public  Document  Room  (PDR), 
located  at  One  White  Flint  North,  11555  Rockville  Pike,  (first  floor)  Rockville,  Maryland,  20852, 
or  from  the  NRC’s  Agencywide  Documents  Access  and  Management  System  (ADAMS).  The 
ADAMS  Public  Electronic  Reading  Room  is  accessible  at  http://www.nrc.gov/readinq- 
rm/adams.html.  The  accession  number  for  the  license  renewal  application  is  ML060300024. 
Persons  who  do  not  have  access  to  ADAMS,  or  who  encounter  problems  accessing  the 
documents  located  in  ADAMS,  should  contact  the  NRC  Public  Document  Room  Reference  staff 
at  1-800-397-4209,  301-415-4737,  or  by  e-mail  at  pdr@nrc.gov. 

The  Pilgrim  license  renewal  application  is  also  available  on  the  Internet  at 
www.nrc.gov/reactors/operatinq/licensina/renewal/applications/pilqrim.html.  In  addition,  the 
Plymouth  Public  Library  located  at  132  South  Street,  Plymouth,  MA  02360,  the  Duxbury  Free 
Library  located  at  77  Alden  Street,  Duxbury,  MA  02332,  and  the  Kingston  Public  Library  located 
at  6  Green  Street,  Kingston,  MA  02364,  have  agreed  to  make  the  application  available  for 
public  inspection. 

The  GEIS,  which  assesses  the  scope  and  impact  of  environmental  effects  that  would  be 
associated  with  license  renewal  at  any  nuclear  power  plant  site,  can  also  be  found  on  the 
NRC’s  website  or  at  the  NRC’s  PDR. 

Please  submit  any  comments  that  the  Mashantucket  Tribal  Council  Office  may  have  to  offer  on 
the  scope  of  the  environmental  review  by  June  16,  2006.  Written  comments  should  be 
submitted  by  mail  to  the  Chief,  Rules  and  Directives  Branch,  Division  of  Administrative 
Services,  Mail  Stop  T-6D59,  U.S.  Nuclear  Regulatory  Commission,  Washington  D.C.  20555- 
0001 .  Electronic  comments  may  be  submitted  to  the  NRC  by  e-mail  at  PilqrimEIS@nrc.gov.  At 
the  conclusion  of  the  scoping  process,  the  NRC  staff  will  prepare  a  summary  of  the  significant 
issues  identified  and  the  conclusions  reached,  and  a  copy  will  be  mailed  to  you. 
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The  NRC  will  issue  the  draft  supplemental  environmental  impact  statement  (SEIS)  for  public 
comment  (anticipated  publication  date  December  2006),  and  will  hold  another  set  of  public 
meetings  in  the  site  vicinity  to  solicit  comments  on  the  draft.  A  copy  of  the  draft  SEIS  will  be 
sent  to  you  for  your  review  and  comment.  After  consideration  of  public  comments  received  on 
the  draft,  the  NRC  will  prepare  a  final  SEIS.  The  issuance  of  a  final  SEIS  for  Pilgrim  is  planned 
for  July  2007.  If  you  need  additional  information  regarding  the  environmental  review  process, 
please  contact  Ms.  Alicia  Williamson,  Environmental  Project  Manager,  at  301-415-1878  or  by 
e-mail  at  ARW1@nrc.gov. 


Sincerely, 


R _ _  - _  _ _ _ — 

Environmental  Branch  B 

Division  of  License  Renewal 

Office  of  Nuclear  Reactor  Regulation 


Docket  No.  50-293 


cc  w/encls.:  See  next  page 


Enclosures: 

1 .  General  Overview 

2.  Site  Layout 


■ 


•  .( 


■ 


.  ■ 

•- 

y ' 


a 


t 


■  .  ■  »-  .  * 


. 

4L 

. 

] 

- 


kldksiy 


Logan  International 
Airport 


Atlantic  Ocean 


Norfolk 


PNPS 


Cape  Cod  Bay 


Plviunuth 


HyannLs 


Dukes 


Martha's  Vineyard 
Airport 


Nantucket)  £; 

Nantucket  Airport 


Enclosure  1 


4 


f 


I 


Enclosure  2 


‘ 


Pilgrim  Nuclear  Power  Station 


cc: 

t  Regional  Administrator,  Region  I 
U.  S.  Nuclear  Regulatory  Commission 
475  Allendale  Road 
King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

i  Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

v/Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

vOffice  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
'  Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  MA  021 14 


Secretary  of  Public  Safety-' 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert  1 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi  L 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay  - 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford  / 

Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

/ 

/Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 


Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

’  Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Christopher  Schwarz 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

r^Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

J(l\s.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

\J\/1r.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


\/Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

^vMr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Travis  C.  McCullough 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

vMlr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Plymouth  Public  Library 
Attn:  Ms.  Dinah  O’Brien 
1 32  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
Attn:  Mr.  David  Murphy 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
ATTN:  Reference  Librarian 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 


WASHINGTON,  D.C.  20555-0001 


May  2,  2006 


Mr.  Don  L.  Klima,  Director 
Advisory  Council  on  Historic  Preservation 
Office  of  Federal  Agency  Programs 
1100  Pennsylvania  Ave,  NW,  Suite  803 
Washington,  DC  20004 

SUBJECT:  PILGRIM  NUCLEAR  POWER  STATION  LICENSE  RENEWAL  APPLICATION 

REVIEW 

Dear  Mr.  Klima: 

The  U.S.  Nuclear  Regulatory  Commission  (NRC)  staff  is  reviewing  an  application  submitted  by 
Entergy  Operations,  Inc.  (Entergy  or  the  applicant),  dated  January  25,  2006,  for  the  renewal  of 
the  operating  license  for  Pilgrim  Nuclear  Power  Station  (Pilgrim),  pursuant  to  Title  10  of  the 
Code  of  Federal  Regulations  Part  54  (10  CFR  Part  54).  Pilgrim  is  located  on  the  western  shore 
of  Cape  Cod  Bay  in  the  Town  of  Plymouth,  Plymouth  County,  Massachusetts.  It  is  38  miles 
southeast  of  Boston,  Massachusetts,  and  44  miles  east  of  Providence,  Rhode  Island.  The  NRC 
has  established  that,  as  part  of  the  staff  review  of  any  nuclear  power  plant  license  renewal 
action,  a  site-specific  Supplemental  Environmental  Impact  Statement  (SEIS)  to  its  "Generic 
Environmental  Impact  Statement  for  License  Renewal  of  Nuclear  Plants,”  NUREG-1437,  will  be 
prepared  under  the  provisions  of  10  CFR  Part  51,  the  NRC  regulation  that  implements  the 
National  Environmental  Policy  Act  of  1969.  In  accordance  with  36  CFR  800.8,  the  SEIS  will 
include  analyses  of  potential  impacts  to  historic  and  cultural  resources.  A  draft  SEIS  is 
scheduled  for  publication  in  December  2006  and  will  be  provided  to  you  for  review  and 
comment. 

If  you  have  any  questions  regarding  the  NRC  staff  review  of  this  license  renewal  application, 
please  contact  Ms.  Alicia  Williamson,  the  NRC  Environmental  Project  Manager,  at 
301-415-1878  or  arw1@nrc.gov. 


Sincerely, 


Rani  Franovich,  Branch  Chief 
Environmental  Branch  B 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 

U.  S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

Director,  Radiation  Control  Program 
Commonwealth  of  Massachusetts 
Executive  Offices  of  Health  and 
Human  Services 
174  Portland  Street 
Boston,  MA  02114 


Secretary  of  Public  Safety 
Executive  Office  of  Public  Safety 
One  Ashburton  Place 
Boston,  MA  02108 

Director,  Massachusetts  Emergency 
Management  Agency 
Attn:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Michael  A.  Balduzzi 
Site  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Assessment 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  David  F.  Tarantino 
Nuclear  Information  Manager 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 
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cc: 

Mr.  Gary  J.  Taylor 
Chief  Executive  Officer 
Entergy  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  T.  Herron 

Sr.  VP  and  Chief  Operating  Officer 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Brian  O’Grady 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Mr.  John  M.  Fulton 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Kenneth  L.  Graesser 
38832  N.  Ashley  Drive 
Lake  Villa,  IL  60046 

Mr.  Ronald  Toole 
1282  Valley  of  Lakes 
Box  R-10 

Hazelton,  PA  18202 

Ms.  Deb  Katz,  Executive  Director 
Nuclear  Security  Coalition 
c/o  Citizens  Awareness  Network 
Box  83 

Shelburne  Falls,  MA  01370 

Mr.  James  Ross 
Nuclear  Energy  Institute 
1776  I  Street,  NW,  Suite  400 
Washington,  DC  20006-3708 

Mr.  Michael  Kansler 
President 

Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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cc: 

Plymouth  Public  Library 
1 32  South  Street 
Plymouth,  MA  02360 
ATTN:  Dinah  O’Brien 

Duxbury  Free  Library 
77  Alden  Street 
Duxbury,  MA  02332 
ATTN:  Ms.  Elaine  Winquist 

Kingston  Public  Library 
6  Green  Street 
Kingston,  MA  02364 
ATTN:  Susan  Olin 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 


February  7,  2008 


Mr.  Michael  A.  Balduzzi 
Sr.  Vice  President  &  COO 
Regional  Operations,  NE 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


SUBJECT:  PROJECT  MANAGER  CHANGE  FOR  THE  LICENSE  RENEWAL  PROJECT 

(SAFETY)  FOR  PILGRIM  NUCLEAR  POWER  STATION  (TAC  NO  MC9669) 

Dear  Mr.  Balduzzi: 

This  letter  provides  notification  of  a  change  to  the  Safety  Project  Manager  assigned  to 
the  Pilgrim  Nuclear  Power  Station  License  Renewal  Project.  Effective  immediately, 

Mr.  John  Daily  will  be  the  Safety  Project  Manager  for  Pilgrim.  Mr.  Daily  can  be  contacted  by 
telephone  at  301-41 5-3873  and  by  e-mail  at  ixd17@nrc.gov. 

Sincerely, 


Louise  Lund,  Branch  Chief 
Projects  Branch  1 
Division  of  License  Renewal 
Office  of  Nuclear  Reactor  Regulation 


Docket  No.  50-293 
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t 


< 

■ 

'•  : 


. 


r 


■ 


, 


. 0 


Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I  Director,  Massachusetts  Emergency 

U.  S.  Nuclear  Regulatory  Commission  Management  Agency 

475  Allendale  Road  Attn:  James  Muckerheide 

King  of  Prussia,  PA  19406-1415  400  Worcester  Road 

Framingham,  MA  01702-5399 


Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

MA  Department  of  Public  Health 
Radiation  Control  Program 
Schrafft  Center,  Suite  1M2A 
529  Main  Street 
Charlestown,  MA  02129 


Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Kevin  H.  Bronson 
Site  Vice  President 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Robert  G.  Smith 
General  Manager,  Plant  Operations 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  John  T.  Herron 
Sr.  Vice  President 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  A.  Ventosa 
GM,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Joseph  P.  DeRoy 
VP,  Operations  Support 
Entergy  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Michael  Kansler 
President  &  CEO/CNO 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  F.  McCann 

Director,  Nuclear  Safety  &  Licensing 

Entergy  Nuclear  Operations 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Ernest  J.  Harkness 
Director,  Oversight 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801-2490 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Plymouth  Public  Library 
Attn:  Dinah  O’Brien 
132  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
ATTN:  Ms.  Elaine  Winquist 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
ATTN:  Reference  Librarian 
6  Green  Street 
Kingston,  MA  02364 

Ms.  Mary  Lampert 
Duxbury  Nuclear  Advisory,  Chair 
Pilgrim  Watch,  Director 
148  Washington  Street 
Duxbury,  MA  02332 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 

Mr.  John  Doering 
P.O.  Box  189 
Parker  Ford,  PA  19457 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 


March  17,  2008 


Mr.  Ian  A.  Bowles,  Secretary 
Executive  Office  of  Energy  and 
Environmental  Affairs 
The  Commonwealth  of  Massachusetts 
100  Cambridge  Street,  Suite  900 
Boston,  MA  02114 


Dear  Mr.  Bowles: 

On  behalf  of  the  U.S.  Nuclear  Regulatory  Commission  (NRC),  I  am  responding  to  your  letter  of 
February  15,  2008,  regarding  your  concern  about  the  Office  of  Inspector  General  (OIG)  Audit 
Report  and  request  that  nuclear  plants  not  be  re-licensed  until  the  NRC  has  a  fully  independent 
robust  review  process.  With  respect  to  this  request,  I  can  assure  you  that  our  license  renewal 
process  is  fully  independent  and  robust. 

I  am  aware  of  and  appreciate  the  safety  and  electrical  reliability  responsibilities  and  obligations 
of  your  offices  to  the  residents  of  Massachusetts.  The  OIG  Report  to  which  you  refer  did  not, 
however,  conclude  that  there  were  public  health,  safety  or  reliability  risks  due  to  past  or  pending 
re-licensing  of  nuclear  power  plants.  It  is  important  to  note  that  the  OIG  findings  were  limited  to 
the  documentation  of  the  technical  reviews,  not  the  sufficiency  of  the  technical  reviews.  The 
OIG  found  no  systematic  defects  in  the  license  renewal  process  and  concluded  that,  “overall, 
NRC  has  developed  a  comprehensive  license  renewal  process  to  evaluate  applications  for 
extended  periods  of  operation.”  However,  the  OIG  did  have  recommendations  to  “refine  the 
report  quality  assurance  process.”  Specifically,  it  recommended  that  the  NRC  staff  “establish 
report-writing  standards  in  the  Project  Team  Guidance  for  describing  the  license  renewal  review 
methodology  and  providing  support  for  conclusions  in  the  license  renewal  reports.” 

To  address  your  concerns  about  independent  and  thorough  safety  reviews,  the  following 
highlights  the  NRC’s  rigorous  process  for  considering  a  license  renewal  application.  The  NRC 
typically  expends  over  20,000  hours  conducting  each  license  renewal  review.  The  review 
includes  in-office  reviews  and  on-site  audits.  During  the  audit,  the  NRC  staff  typically  addresses 
several  hundred  questions  or  requests  to  the  applicant  for  additional  information  or  clarifications 
The  NRC  also  conducts  inspections  to  verify  that  the  applicant’s  aging  management  programs 
are  adequately  implemented. 

During  the  onsite  audits,  the  staff  reviews  the  applicant’s  onsite  program  basis  documents 
to  make  a  finding  on  the  adequacy  of  its  Aging  Management  Programs.  The  results  of  the 
audits  are  documented  in  an  audit  report,  which  is  made  public  in  the  NRC’s  Agencywide 
Documents  Access  and  Management  System  (ADAMS),  the  NRC’s  public  information  system. 
Determinations  of  acceptability  are  based  on  staff  review  guidance,  consistency  with  the 
Generic  Aging  Lessons  Learned  Report  (NUREG-1801,  Revision  1),  and  compliance  with 
Title  10  of  the  Code  of  Federal  Regulations  Part  54  (10  CFR  Part  54).  These  documents, 
along  with  the  staff’s  technical  evaluation,  form  the  bases  of  the  license  renewal  review.  In 
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addition  to  the  NRC  staffs  review,  the  Advisory  Committee  on  Reactor  Safeguards  conducts  an 
independent  assessment  of  the  safety  aspects  of  license  renewal  applications  and  makes 
recommendations  directly  to  the  Commission. 

An  onsite  license  renewal  inspection  is  also  performed  by  a  regional  inspection  team  while  the 
safety  review  is  being  performed  by  the  NRR  staff.  The  results  of  the  onsite  inspection  are 
documented  in  an  inspection  report  and  published  in  ADAMS.  The  regional  team  makes  a 
separate  recommendation  to  the  Director  of  NRR  with  regard  to  the  suitability  of  the  applicants 
request  for  license  renewal. 

Regarding  the  OIG  findings,  the  NRC  staff  has  implemented  improvements  to  the 
documentation  of  its  technical  reviews.  These  improvements  are  being  implemented  during  the 
staffs  review  of  pending  license  renewal  applications.  Moreover,  before  renewing  any  license, 
the  NRC  staff  will  ensure  the  safety  of  the  operating  plant  by  performing  a  thorough  technically 
credible  and  sufficient  review. 

If  you  have  any  additional  questions  regarding  the  license  renewal  process,  please  have  your 
staff  contact  Mr.  Donald  Yee  of  my  staff  at  301-415-1124. 

Sincerely, 


QfiuX< 


x 


J.  T.  Wiggins,  Deputy  Director 
Office  of  Nuclear  Reactor  Regulation 
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March  17,  2008 

Mr.  Kevin  Burke,  Secretary 
Executive  Office  of  Public  Safety 
and  Security 

The  Commonwealth  of  Massachusetts 
100  Cambridge  Street,  Suite  900 
Boston,  MA  02114 

Dear  Mr.  Burke: 

On  behalf  of  the  U.S.  Nuclear  Regulatory  Commission  (NRC),  I  am  responding  to  your  letter  of 
February  15,  2008,  regarding  your  concern  about  the  Office  of  Inspector  General  (OIG)  Audit 
Report  and  request  that  nuclear  plants  not  be  re-licensed  until  the  NRC  has  a  fully  independent 
robust  review  process.  With  respect  to  this  request,  I  can  assure  you  that  our  license  renewal 
process  is  fully  independent  and  robust. 

I  am  aware  of  and  appreciate  the  safety  and  electrical  reliability  responsibilities  and  obligations 
of  your  offices  to  the  residents  of  Massachusetts.  The  OIG  Report  to  which  you  refer  did  not, 
however,  conclude  that  there  were  public  health,  safety  or  reliability  risks  due  to  past  or  pending 
re-licensing  of  nuclear  power  plants.  It  is  important  to  note  that  the  OIG  findings  were  limited  to 
the  documentation  of  the  technical  reviews,  not  the  sufficiency  of  the  technical  reviews.  The 
OIG  found  no  systematic  defects  in  the  license  renewal  process  and  concluded  that,  “overall, 
NRC  has  developed  a  comprehensive  license  renewal  process  to  evaluate  applications  for 
extended  periods  of  operation.”  However,  the  OIG  did  have  recommendations  to  “refine  the 
report  quality  assurance  process.”  Specifically,  it  recommended  that  the  NRC  staff  “establish 
report-writing  standards  in  the  Project  Team  Guidance  for  describing  the  license  renewal  review 
methodology  and  providing  support  for  conclusions  in  the  license  renewal  reports.” 

To  address  your  concerns  about  independent  and  thorough  safety  reviews,  the  following 
highlights  the  NRC’s  rigorous  process  for  considering  a  license  renewal  application.  The  NRC 
typically  expends  over  20,000  hours  conducting  each  license  renewal  review.  The  review 
includes  in-office  reviews  and  on-site  audits.  During  the  audit,  the  NRC  staff  typically  addresses 
several  hundred  questions  or  requests  to  the  applicant  for  additional  information  or  clarifications. 
The  NRC  also  conducts  inspections  to  verify  that  the  applicant’s  aging  management  programs 
are  adequately  implemented. 

During  the  onsite  audits,  the  staff  reviews  the  applicant’s  onsite  program  basis  documents 
to  make  a  finding  on  the  adequacy  of  its  Aging  Management  Programs.  The  results  of  the 
audits  are  documented  in  an  audit  report,  which  is  made  public  in  the  NRC’s  Agencywide 
Documents  Access  and  Management  System  (ADAMS),  the  NRC’s  public  information  system. 
Determinations  of  acceptability  are  based  on  staff  review  guidance,  consistency  with  the 
Generic  Aging  Lessons  Learned  Report  (NUREG-1 801,  Revision  1),  and  compliance  with 
Title  10  of  the  Code  of  Federal  Regulations  Part  54  (10  CFR  Part  54).  These  documents, 
along  with  the  staff’s  technical  evaluation,  form  the  bases  of  the  license  renewal  review.  In 
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addition  to  the  NRC  staffs  review,  the  Advisory  Committee  on  Reactor  Safeguards  conducts  an 
independent  assessment  of  the  safety  aspects  of  license  renewal  applications  and  makes 
recommendations  directly  to  the  Commission. 

An  onsite  license  renewal  inspection  is  also  performed  by  a  regional  inspection  team  while  the 
safety  review  is  being  performed  by  the  NRR  staff.  The  results  of  the  onsite  inspection  are 
documented  in  an  inspection  report  and  published  in  ADAMS.  The  regional  team  makes  a 
separate  recommendation  to  the  Director  of  NRR  with  regard  to  the  suitability  of  the  applicants 
request  for  license  renewal. 

Regarding  the  OIG  findings,  the  NRC  staff  has  implemented  improvements  to  the 
documentation  of  its  technical  reviews.  These  improvements  are  being  implemented  during  the 
staffs  review  of  pending  license  renewal  applications.  Moreover,  before  renewing  any  license, 
the  NRC  staff  will  ensure  the  safety  of  the  operating  plant  by  performing  a  thorough  technically 
credible  and  sufficient  review. 

If  you  have  any  additional  questions  regarding  the  license  renewal  process,  please  have  your 
staff  contact  Mr.  Donald  Yee  of  my  staff  at  301-41 5-1 1 24. 

Sincerely, 


J.  TVWiggins,  Deputy  Director 
Office  of  Nuclear  Reactor  Regulation 
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Vermont  Yankee  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 
U.S.  Nuclear  Regulatory  Commission 
475  Allendale  Road 
King  of  Prussia,  PA  19406-1415 

Mr.  David  R.  Lewis 

Pillsbury,  Winthrop,  Shaw,  Pittman,  LLP 
2300  N  Street,  N.W. 

Washington,  DC  20037-1128 

Mr.  David  O’Brien,  Commissioner 
Vermont  Department  of  Public  Service 
1 1 2  State  Street 
Montpelier,  VT  05620-2601 

Mr.  James  Volz,  Chairman 
Public  Service  Board 
State  of  Vermont 
112  State  Street 
Montpelier,  VT  05620-2701 

Chairman,  Board  of  Selectmen 

Town  of  Vernon 

P.O.  Box  116 

Vernon,  VT  05354-0116 

Operating  Experience  Coordinator 
Vermont  Yankee  Nuclear  Power  Station 
320  Governor  Hunt  Road 
Vernon,  VT  05354 

G.  Dana  Bisbee,  Esq. 

Deputy  Attorney  General 
33  Capitol  Street 
Concord,  NH  03301-6937 

Chief,  Safety  Unit 
Office  of  the  Attorney  General 
One  Ashburton  Place,  19th  Floor 
Boston,  MA  02108 


Ms.  Carla  A.  White,  RRPT,  CHP 
Radiological  Health 
Vermont  Department  of  Health 
P.O.  Box  70,  Drawer  #43 
108  Cherry  Street 
Burlington,  VT  05402-0070 

Mr.  David  Mannai 

Manager,  Licensing 

Entergy  Nuclear  Operations 

Vermont  Yankee  Nuclear  Power  Station 

P.O.  Box  500 

185  Old  Ferry  Road 

Brattleboro,  VT  05302-0500 

Resident  Inspector 

Vermont  Yankee  Nuclear  Power  Station 
U.S.  Nuclear  Regulatory  Commission 
P.O.  Box  176 
Vernon,  VT  05354 

Director,  Massachusetts  Emergency 
Management  Agency 
ATTN:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  John  F.  McCann 

Director,  Licensing 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  T.  Herron 

Sr.  Vice  President 

Entergy  Nuclear  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  Oscar  Limpias 

Vice  President,  Engineering 

Entergy  Nuclear  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Christopher  Schwartz 

Vice  President,  Operations  Support 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Theodore  Sullivan 

Site  Vice  President 

Entergy  Nuclear  Operations,  Inc. 

Vermont  Yankee  Nuclear  Power  Station 

P.O.  Box  500 

185  Old  Ferry  Road 

Brattleboro,  VT  05302-0500 

Mr.  James  H.  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 

Ms.  Stacey  M.  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 


Mr.  Norman  L.  Rademacher 
Director,  NSA 

Vermont  Yankee  Nuclear  Power  Station 
P.O.  Box  0500 
185  Old  Ferry  Road 
Brattleboro,  VT  05302-0500 

Mr.  Raymond  Shadis 
New  England  Coalition 
P.O.  Box  98 
Edgecomb,  ME  04556 

Mr.  James  P.  Matteau 
Executive  Director 
Windham  Regional  Commission 
139  Main  Street,  Suite  505 
Brattleboro,  VT  05301 

Mr.  William  K.  Sherman 
Vermont  Department  of  Public  Service 
112  State  Street 
Drawer  20 

Montpelier,  VT  05620-2601 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Diane  Curran,  Esq. 

Harmon,  Curran,  Spielberg  & 

Eisenberg,  L.L.P 
1726  M  Street,  NW,  Suite  600 
Washington,  DC  20036 

Ronald  A.  Shems,  Esq. 

Shems,  Dunkiel,  Kassel  &  Saunders,  PLLC 
91  College  Street 
Burlington,  VT  05401 

Karen  Tyler,  Esq. 

Shems,  Dunkiel,  Kassel  &  Saunders,  PLLC 
91  College  Street 
Burlington,  VT  05401 
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cc: 

Sarah  Hofmann,  Esq. 

Director  of  Public  Advocacy 
Department  of  Public  Service 
112  State  Street  -  Drawer  20 
Montpelier,  VT  05620-2601 

Jennifer  J.  Patterson,  Esq. 

Office  of  the  New  Hampshire  Attorney 
General 

33  Capitol  Street 
Concord,  NH  03301 

Matias  F.  Travieso-Diaz,  Esq. 

Pillsbury,  Winthrop,  Shaw,  Pittman,  LLP 
2300  N  Street,  NW 
Washington,  DC  20037-1128 

Matthew  Brock,  Esq. 

Assistant  Attorney  General 
Office  of  the  Massachusetts  Attorney 
General 

*  Environmental  Protection  Division 
One  Ashburton  Place,  Room  1813 
Boston,  MA  02108-1598 

Anthony  Z.  Roisman,  Esq. 

National  Legal  Scholars  Law  Firm 
84  East  Thetford  Road 
Lyme,  NH  03768 

John  Sipos,  Assistant  Attorney  General 

Office  of  the  Attorney  General 

The  Capitol 

State  Street 

Albany,  NY  12224 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I  Director,  Massachusetts  Emergency 

U.  S.  Nuclear  Regulatory  Commission  Management  Agency 

475  Allendale  Road  Attn:  James  Muckerheide 

King  of  Prussia,  PA  19406-1415  400  Worcester  Road 

Framingham,  MA  01702-5399 


Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

MA  Department  of  Public  Health 
Radiation  Control  Program 
Schrafft  Center,  Suite  1M2A 
529  Main  Street 
Charlestown,  MA  02129 


Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Kevin  H.  Bronson 
Site  Vice  President 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Robert  G.  Smith 
General  Manager,  Plant  Operations 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  John  T.  Herron 
Sr.  Vice  President 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  A.  Ventosa 
GM,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Joseph  P.  DeRoy 
VP,  Operations  Support 
Entergy  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Michael  Kansler 
President  &  CEO/CNO 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  &  Licensing 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Ernest  J.  Harkness 
Director,  Oversight 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801-2490 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Plymouth  Public  Library 
Attn:  Dinah  O’Brien 
132  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
ATTN:  Ms.  Elaine  Winquist 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
ATTN:  Reference  Librarian 
6  Green  Street 
Kingston,  MA  02364 

Ms.  Mary  Lampert 
Duxbury  Nuclear  Advisory,  Chair 
Pilgrim  Watch,  Director 
148  Washington  Street 
Duxbury,  MA  02332 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 

Mr.  John  Doering 
P.O.  Box  189 
Parker  Ford,  PA  19457 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 


October  16,  2008 


Mr.  Michael  A.  Balduzzi 
Sr.  Vice  President  &  COO 
Regional  Operations,  NE 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 


SUBJECT:  PROJECT  MANAGER  CHANGE  FOR  THE  LICENSE  RENEWAL  PROJECT 

(SAFETY)  FOR  PILGRIM  NUCLEAR  POWER  STATION  (TAC  NO.  MC9669) 

Dear  Mr.  Balduzzi: 

This  letter  provides  notification  of  a  change  to  the  Safety  Project  Manager  assigned  to 
the  Pilgrim  Nuclear  Power  Station  (Pilgrim)  License  Renewal  Project.  Effective  immediately, 
Mr.  Jay  Robinson  will  be  the  Safety  Project  Manager  for  Pilgrim.  Mr.  Robinson  can  be 
contacted  by  telephone  at  301-415-2878  and  by  e-mail  at  Jav.Robinson@nrc.gov. 


Sinr.Grolv 


David  L.  Pelton,  Chief 

Projects  Branch  1 

Division  of  License  Renewal 

Office  of  Nuclear  Reactor  Regulation 


Docket  No.  50-293 


cc:  See  next  page 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I  Director,  Massachusetts  Emergency 

U.S.  Nuclear  Regulatory  Commission  Management  Agency 

475  Allendale  Road  Attn:  James  Muckerheide 

King  of  Prussia,  PA  19406-1415  400  Worcester  Road 

Framingham,  MA  01702-5399 


Senior  Resident  Inspector 
U.S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
P.O.  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

MA  Department  of  Public  Health 
Radiation  Control  Program 
Schrafft  Center,  Suite  1M2A 
529  Main  Street 
Charlestown,  MA  02129 


Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Kevin  H.  Bronson 
Site  Vice  President 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Robert  G.  Smith 
Genera!  Manager,  Plant  Operations 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  John  T.  Herron 
Sr.  Vice  President 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  A.  Ventosa 
GM,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Joseph  P.  DeRoy 
VP,  Operations  Support 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Michael  Kansler 
President  &  CEO/CNO 
Entergy  Nuclear  Operations 
x  1340  Echelon  Parkway 

*  Jackson,  MS  39213 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  &  Licensing 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Ernest  J.  Harkness 
Director,  Oversight 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
%  White  Plains,  NY  10601 


Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801-2490 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Plymouth  Public  Library 
ATTN:  Dinah  O’Brien 
132  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
ATTN:  Ms.  Elaine  Winquist 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
ATTN:  Reference  Librarian 
6  Green  Street 
Kingston,  MA  02364 

Ms.  Mary  Lampert 
Duxbury  Nuclear  Advisory,  Chair 
Pilgrim  Watch,  Director 
148  Washington  Street 
Duxbury,  MA  02332 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 

Mr.  John  Doering 
P.O.  Box  189 
Parker  Ford,  PA  19457 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 


February  29,  2008 


Richard  Blumenthal,  Attorney  General 

State  of  Connecticut 

55  Elm  Street 

P.O.  Box  120 

Hartford,  CT  06141-0120 

Dear  Mr.  Blumenthal: 


On  behalf  of  the  U.S.  Nuclear  Regulatory  Commission  (NRC)  staff,  I  am  responding  to  your 
letter  of  January  18,  2008,  regarding  your  request  for  the  NRC  to  conduct  a  complete  and 
independent  verification  of  the  final  safety  evaluation  reports  (SER),  past  inspection  reports,  and 
all  technical  reviews  associated  with  license  renewal  applications  (LRAs)  of  the  Indian  Point, 
Oyster  Creek,  Vermont  Yankee,  and  Pilgrim  Nuclear  Power  Stations. 


Your  letter  references  the  Office  of  the  Inspector  General  (OIG),  Audit  of  the  NRC’s  License 
Renewal  Program,  OIG-07-A-15,  dated  September  6,  2007,  and  indicates  your  concern  that 
there  is  little  or  no  documentary  evidence  that  the  NRC  staff  has  performed  any  meaningful 
independent  reviews  of  the  technical  information  provided  by  applicants  in  support  of  their 
license  renewal  requests. 


It  is  important  to  note  that  the  OIG  findings  were  specific  to  the  documentation  of  the  technical 
reviews,  not  the  sufficiency  of  the  technical  reviews.  The  OIG  found  no  systemic  defects  in  the 
license  renewal  process  and  concluded  that,  “overall,  NRC  has  developed  a  comprehensive 
license  renewal  process  to  evaluate  applications  for  extended  periods  of  operation.”  Nothing  in 
the  OIG  Report  indicated  a  threat  to  public  health  and  safety.  However,  the  OIG  did  have 
recommendations  to  “refine  the  report  quality  assurance  process”  which  would  strengthen  the 
program  operations.  Specifically,  establishing  management  controls  to  gauge  the  effectiveness 
of  report  reviews  and  adding  additional  quality  assurance  steps. 

To  address  your  concern  of  an  independent  review,  the  following  highlights  the  NRC’s  rigorous 
review  of  a  LRA.  The  NRC  typically  expends  over  20,000  hours  conducting  its  license  renewal 
reviews.  These  reviews  include  in-office  reviews  and  on-site  audits.  The  NRC  also  conducts 
field  inspections  to  verify  that  the  applicant’s  aging  management  programs  (AMPs)  are 
adequately  implemented.  As  part  of  the  review,  the  NRC  staff  asks  approximately  four  hundred 
questions,  either  through  request  for  information  or  questions  during  the  audit. 


During  the  onsite  audits,  the  staff  reviews  the  information  in  the  application  to  make  a  finding  on 
the  adequacy  of  the  applicant’s  AMPs.  The  results  of  the  audits  are  documented  in  the  NRC’s 
Agencywide  Documents  Access  and  Management  System  (ADAMS),  the  NRC’s  public 
information  system.  Determinations  of  acceptability  are  based  on  staff  review  guidance, 
consistency  with  the  Generic  Aging  Lessons  Learned  (GALL)  Report  (NUREG-1 801 ,  Revision 
1),  and  compliance  with  Title  10  of  the  Code  of  Federal  Regulations  Part  54  (10  CFR  Part  54). 
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The  staffs  review  of  the  LRAs  made  by  experienced  and  knowledgeable  NRC  staff  and  is 
conducted  in  accordance  with  this  established  practice.  In  addition  to  the  NRC  staffs  review, 
the  Advisory  Committee  on  Reactor  Safeguards  conducts  an  independent  review  of  the  safety 
aspects  of  LRAs  and  makes  recommendations  directly  to  the  Commission. 

The  implementation  procedures  for  the  AMPs  also  are  reviewed  at  the  site  by  a  regional 
inspection  team  independent  of  the  safety  review  being  performed  by  staff  in  the  Office  of 
Nuclear  Reactor  Regulation  (NRR).  The  results  of  the  onsite  review  are  documented  in  ADAMS 
in  a  regional  inspection  report.  The  regional  team  makes  a  separate  recommendation  to  the 
Director  of  NRR  with  regard  to  the  suitability  of  the  applicant’s  proposals. 

The  NRC  has  already  implemented  some  improvements  to  address  the  OIG  findings.  These 
improvements  were  implemented  during  the  staffs  review  of  recent  LRAs.  Before  renewing  any 
license,  the  NRC  will  ensure  that  the  safety  of  the  operating  plant  will  continue  to  be  maintained 
by  making  certain  that  aging  effects  will  be  adequately  managed  and  the  licensing  bases  related 
to  the  present  plant  design  and  operation  will  be  maintained. 

If  you  have  any  additional  questions  regarding  the  license  renewal  process,  please  have  your 
staff  contact  Mr.  Don  Yee  of  my  staff  at  301-415-1124. 


Rao-Tsin  Kuo,  Director 

Division  of  License  Renewal 

Office  of  Nuclear  Reactor  Regulation 
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Indian  Point  Nuclear  Generating 
Units  2  and  3 


cc: 

Mr.  Michael  R.  Kansler 
President  &  CEO/CNO 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  T.  Herron 
Senior  Vice  President 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Sr.  Vice  President 
Engineering  &  Technical  Services 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Fred  R.  Dacimo 

Site  Vice  President 

Entergy  Nuclear  Operations,  Inc. 

Indian  Point  Energy  Center 

450  Broadway,  GSB 

P.O.  Box  249 

Buchanan,  NY  10511-0249 

Mr.  Anthony  Vitale  -  Acting 
General  Manager,  Plant  Operations 
Entergy  Nuclear  Operations,  Inc. 
Indian  Point  Energy  Center 
450  Broadway,  GSB 
P.O.  Box  249 

Buchanan,  NY  10511-0249 

Mr.  Oscar  Limpias 
Vice  President  Engineering 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Joseph  P.  DeRoy 
Vice  President,  Operations  Support 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 


Mr.  John  A.  Ventosa 

GM,  Engineering 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  &  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Ernest  J.  Harkness 
Director,  Oversight 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Patric  W.  Conroy 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations,  Inc. 
Indian  Point  Energy  Center 
450  Broadway,  GSB 
P.O.  Box  249 

Buchanan,  NY  10511-0249 

Mr.  T.R.  Jones  -  Acting 
Manager,  Licensing 
Entergy  Nuclear  Operations,  Inc. 
Indian  Point  Energy  Center 
450  Broadway,  GSB 
P.O.  Box  249 

Buchanan,  NY  10511-0249 

Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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cc: 

Mr.  Paul  D.  Tonko 
President  and  CEO 
New  York  State  Energy  Research  and 
Development  Authority 
17  Columbia  Circle 
Albany,  NY  12203-6399 

Mr.  John  P.  Spath 

New  York  State  Energy,  Research  and 
Development  Authority 
17  Columbia  Circle 
Albany,  NY  12203-6399 

Mr.  Paul  Eddy 
New  York  State  Department 
of  Public  Service 
3  Empire  State  Plaza 
Albany,  NY  12223-1350 

Regional  Administrator,  Region  I 
U.S.  Nuclear  Regulatory  Commission 
475  Allendale  Road 
King  of  Prussia,  PA  19406 

Senior  Resident  Inspector’s  Office 
Indian  Point  2 

U.S.  Nuclear  Regulatory  Commission 
P.O.  Box  59 
Buchanan,  NY  10511 

Senior  Resident  Inspector’s  Office 
Indian  Point  3 

U.S.  Nuclear  Regulatory  Commission 
P.O.  Box  59 
Buchanan,  NY  10511 

Mr.  Charles  Donaldson,  Esquire 
Assistant  Attorney  General 
New  York  Department  of  Law 
120  Broadway 
New  York,  NY  10271 

Mayor,  Village  of  Buchanan 
236  Tate  Avenue 
Buchanan,  NY  10511 


Mr.  Raymond  L.  Albanese 
Four  County  Coordinator 
200  Bradhurst  Avenue 
Unit  4  Westchester  County 
Hawthorne,  NY  10532 

Mr.  William  DiProfio 
PWR  SRC  Consultant 
48  Bear  Hill  Road 
Newton,  NH  03858 

Mr.  Garry  Randolph 
PWR  SRC  Consultant 
1750  Ben  Franklin  Drive,  7E 
Sarasota,  FL  34236 

Mr.  William  T.  Russeii 
PWR  SRC  Consultant 
400  Plantation  Lane 
Stevensville,  MD  21666-3232 

Mr.  Jim  Riccio 
Greenpeace 
702  H  Street,  NW 
Suite  300 

Washington,  DC  20001 

Mr.  Phillip  Musegaas 
Riverkeeper,  Inc. 

828  South  Broadway 
Tarrytown,  NY  10591 

Mr.  Mark  Jacobs 
IPSEC 

46  Highland  Drive 
Garrison,  NY  10524 

Mr.  R.  M.  Waters 

Technical  Specialist  Licensing 

450  Broadway 

P.O.  Box  0249 

Buchanan,  NY  10511-0249 

Mr.  Sherwood  Martinelli 
351  Dyckman 
Peekskill,  NY  10566 
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Indian  Point  Nuclear  Generating  -  3  - 

Units  2  and  3 

cc: 

Ms.  Susan  Shapiro,  Esq. 

21  Perlman  Drive 
Spring  Valley,  NY  10977 

John  Sipos 

Assistant  Attorney  General 
New  York  State  Department  of  Law 
Environmental  Protection  Bureau 
The  Capitol 
Albany,  NY  12224 

Robert  Snook 

Assistant  Attorney  General 

Office  of  the  Attorney  General 

State  of  Connecticut 

55  Elm  Street 

P.O.  Box  120 

Hartford,  CT  06141-0120 

Ms.  Kathryn  M.  Sutton,  Esq. 

Morgan,  Lewis  &  Bockius,  LLP 
1111  Pennsylvania  Avenue,  NW 
Washington,  DC  20004 

Mr.  Paul  M.  Bessette,  Esq. 

Morgan,  Lewis  &  Bockius,  LLP 
1111  Pennsylvania  Avenue,  NW 
Washington,  DC  20004 

Mr.  Martin  J.  O’Neill,  Esq. 

Morgan,  Lewis  &  Bockius,  LLP 
1111  Pennsylvania  Avenue,  NW 
Washington,  DC  20004 

The  Honorable  Nita  Lowey 

222  Mamaroneck  Avenue,  Suite  310 

White  Plains,  NY  10605 

Joan  Leary  Matthews 
Senior  Counsel  for  Special  Projects 
Office  of  General  Counsel 
NYS  Department  of  Environmental 
Conservation 
625  Broadway 
Albany,  NY  12233-5500 
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Pilgrim  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I  Director,  Massachusetts  Emergency 

U.  S.  Nuclear  Regulatory  Commission  Management  Agency 

475  Allendale  Road  Attn:  James  Muckerheide 

King  of  Prussia,  PA  19406-1415  400  Worcester  Road 

Framingham,  MA  01702-5399 


Senior  Resident  Inspector 
U.  S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
Post  Office  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuciear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

MA  Department  of  Public  Health 
Radiation  Control  Program 
Schrafft  Center,  Suite  1M2A 
529  Main  Street 
Charlestown,  MA  02129 


Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 
Electric  Company 
P.O.  Box  426 
Ludlow,  MA  01056-0426 

Mr.  Kevin  H.  Bronson 
Site  Vice  President 
Entergy  Nuclear  Operations 
Piigrim  Nuciear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Robert  G.  Smith 
General  Manager,  Plant  Operations 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Bryan  S.  Ford 
Manager,  Licensing 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  John  T.  Herron 
Sr.  Vice  President 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  A.  Ventosa 
GM,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Joseph  P.  DeRoy 
VP,  Operations  Support 
Entergy  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Michael  Kansler 
President  &  CEO/CNO 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  F.  McCann 

Director,  Nuclear  Safety  &  Licensing 

Entergy  Nuclear  Operations 

440  Hamilton  Avenue 

White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Ernest  J.  Harkness 
Director,  Oversight 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 
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Oyster  Creek  Nuclear  Generating  Station 


cc: 

Site  Vice  President  -  Oyster  Creek 
Nuclear  Generating  Station 
AmerGen  Energy  Company,  LLC 
P.O.  Box  388 
Forked  River,  NJ  08731 

Senior  Vice  President  of 
Operations 

AmerGen  Energy  Company,  LLC 
200  Exelon  Way,  KSA  3-N 
Kennett  Square,  PA  19348 

Kathryn  M.  Sutton,  Esq. 

Morgan,  Lewis,  &  Bockius  LLP 
1111  Pennsylvania  Avenue,  NW 
Washington,  DC  20004 

Kent  Toscn,  Chief 
New  Jersey  Department  of 
Environmental  Protection 
Bureau  of  Nuclear  Engineering 
CN  415 

Trenton,  NJ  08625 

Vice  President  -  Licensing  and 
Regulatory  Affairs 
AmerGen  Energy  Company,  LLC 
4300  Winfield  Road 
Warrenville,  IL  60555 

Regional  Administrator,  Region  I 
U.S.  Nuclear  Regulatory  Commission 
475  Allendale  Road 
King  of  Prussia,  PA  19406-1415 

Mayor  of  Lacey  Township 
818  West  Lacey  Road 
Forked  River,  NJ  08731 

Senior  Resident  Inspector 

U.S.  Nuclear  Regulatory  Commission 

P.O.  Box  445 

Forked  River,  NJ  08731 


Director  -  Licensing  and  Regulatory  Affairs 
AmerGen  Energy  Company,  LLC 
Correspondence  Control 
P.O.  Box  160 

Kennett  Square,  PA  19348 

Manager  Licensing  -  Oyster  Creek 
Exelon  Generation  Company,  LLC 
Correspondence  Control 
P.O.  Box  160 

Kennett  Square,  PA  19348 

Regulatory  Assurance  Manager 
Oyster  Creek 

AmerGen  Energy  Company,  LLC 

P.O.  Box  388 

Forked  River,  NJ  08731 

Assistant  General  Counsel 
AmerGen  Energy  Company,  LLC 
200  Exelon  Way 
Kennett  Square,  PA  19348 

Ron  Bellamy,  Region  I 

U.S.  Nuclear  Regulatory  Commission 

475  Allendale  Road 

King  of  Prussia,  PA  19406-1415 

Correspondence  Control  Desk 
AmerGen  Energy  Company,  LLC 
200  Exelon  Way,  KSA  1-1 
Kennett  Square,  PA  19348 

Oyster  Creek  Nuclear  Generating  Station 
Plant  Manager 

AmerGen  Energy  Company,  LLC 

P.O.  Box  388 

Forked  River,  NJ  08731 

License  Renewal  Manager 
Exelon  Generation  Company,  LLC 
200  Exelon  Way,  Suite  230 
Kennett  Square,  PA  19348 
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cc: 

Mr.  Michael  P.  Gallagher 
Vice  President  License  Renewal 
Exelon  Generation  Company,  LLC 
200  Exelon  Way,  Suite  230 
Kennett  Square,  PA  19348 

Mr.  Christopher  M.  Crane 
President  and  Chief  Nuclear  Officer 
AmerGen  Energy  Company,  LLC 
4300  Winfield  Road 
Warrenville,  IL  60555 

Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801-2490 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Plymouth  Public  Library 
Attn:  Dinah  O’Brien 
132  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
ATTN:  Ms.  Elaine  Winquist 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
ATTN:  Reference  Librarian 
6  Green  Street 
Kingston,  MA  02364 

Ms.  Mary  Lampert 
Duxbury  Nuclear  Advisory,  Chair 
Pilgrim  Watch,  Director 
148  Washington  Street 
Duxbury,  MA  02332 


1 


1 

- 


■ 

, 


• 


■ 


B 


■ 

' 


£ 


: 


Vermont  Yankee  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 
U.S.  Nuclear  Regulatory  Commission 
475  Allendale  Road 
King  of  Prussia,  PA  19406-1415 

Mr.  David  R.  Lewis 

Pillsbury,  Winthrop,  Shaw,  Pittman,  LLP 
2300  N  Street,  N.W. 

Washington,  DC  20037-1128 

Mr.  David  O’Brien,  Commissioner 
Vermont  Department  of  Public  Service 
1 1 2  State  Street 
Montpelier,  VT  05620-2601 

Mr.  James  Volz,  Chairman 
Pubiic  Service  Board 
State  of  Vermont 
1 1 2  State  Street 
Montpelier,  VT  05620-2701 

Chairman,  Board  of  Selectmen 

Town  of  Vernon 

P.O.  Box  116 

Vernon,  VT  05354-0116 

Operating  Experience  Coordinator 
Vermont  Yankee  Nuclear  Power  Station 
320  Governor  Hunt  Road 
Vernon,  VT  05354 

G.  Dana  Bisbee,  Esq. 

Deputy  Attorney  General 
33  Capitol  Street 
Concord,  NH  03301-6937 

Chief,  Safety  Unit 
Office  of  the  Attorney  General 
One  Ashburton  Place,  19th  Floor 
Boston,  MA  02108 


Ms.  Carla  A.  White,  RRPT,  CHP 
Radiological  Health 
Vermont  Department  of  Health 
P.O.  Box  70,  Drawer  #43 
108  Cherry  Street 
Burlington,  VT  05402-0070 

Mr.  David  Mannai 

Manager,  Licensing 

Entergy  Nuclear  Operations 

Vermont  Yankee  Nuclear  Power  Station 

P.O.  Box  500 

185  Old  Ferry  Road 

Brattleboro,  VT  05302-0500 

Resident  Inspector 

Vermont  Yankee  Nuciear  Power  Station 
U.S.  Nuclear  Regulatory  Commission 
P.O.  Box  176 
Vernon,  VT  05354 

Director,  Massachusetts  Emergency 
Management  Agency 
ATTN:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  John  F.  McCann 

Director,  Licensing 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  T.  Herron 

Sr.  Vice  President 

Entergy  Nuclear  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 


-  J 


■ 


• *' 


. 

. 


Vermont  Yankee  Nuclear  Power  Station 


cc: 

Regional  Administrator,  Region  I 
U.S.  Nuclear  Regulatory  Commission 
475  Allendale  Road 
King  of  Prussia,  PA  19406-1415 

Mr.  David  R.  Lewis 

Pillsbury,  Winthrop,  Shaw,  Pittman,  LLP 
2300  N  Street,  N.W. 

Washington,  DC  20037-1128 

Mr.  David  O’Brien,  Commissioner 
Vermont  Department  of  Public  Service 
1 1 2  State  Street 
Montpelier,  VT  05620-2601 

Mr.  James  Volz,  Chairman 
Public  Service  Board 
State  of  Vermont 
112  State  Street 
Montpelier,  VT  05620-2701 

Chairman,  Board  of  Selectmen 

Town  of  Vernon 

P.O.  Box  116 

Vernon,  VT  05354-0116 

Operating  Experience  Coordinator 
Vermont  Yankee  Nuclear  Power  Station 
320  Governor  Hunt  Road 
Vernon,  VT  05354 

G.  Dana  Bisbee,  Esq. 

Deputy  Attorney  General 
33  Capitol  Street 
Concord,  NH  03301-6937 

Chief,  Safety  Unit 
Office  of  the  Attorney  General 
One  Ashburton  Place,  19th  Floor 
Boston,  MA  02108 


Ms.  Carla  A.  White,  RRPT,  CHP 
Radiological  Health 
Vermont  Department  of  Health 
P.O.  Box  70,  Drawer  #43 
108  Cherry  Street 
Burlington,  VT  05402-0070 

Mr.  David  Mannai 

Manager,  Licensing 

Entergy  Nuclear  Operations 

Vermont  Yankee  Nuclear  Power  Station 

P.O.  Box  500 

185  Old  Ferry  Road 

Brattleboro,  VT  05302-0500 

Resident  Inspector 

Vermont  Yankee  Nuciear  Power  Station 
U.S.  Nuclear  Regulatory  Commission 
P.O.  Box  176 
Vernon,  VT  05354 

Director,  Massachusetts  Emergency 
Management  Agency 
ATTN:  James  Muckerheide 
400  Worcester  Road 
Framingham,  MA  01702-5399 

Mr.  John  F.  McCann 

Director,  Licensing 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  T.  Herron 

Sr.  Vice  President 

Entergy  Nuclear  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 
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cc: 

Mr.  Oscar  Limpias 

Vice  President,  Engineering 

Entergy  Nuclear  Operations,  Inc. 

1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Christopher  Schwartz 

Vice  President,  Operations  Support 

Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Michael  J.  Colomb 
Director  of  Oversight 
Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
vvmte  nams,  iny  iuou  i 

Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Theodore  Sullivan 

Site  Vice  President 

Entergy  Nuclear  Operations,  Inc. 

Vermont  Yankee  Nuclear  Power  Station 

P.O.  Box  500 

185  Old  Ferry  Road 

Brattleboro,  VT  05302-0500 

Mr.  James  H.  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 

Ms.  Stacey  M.  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 


Mr.  Norman  L.  Rademacher 
Director,  NSA 

Vermont  Yankee  Nuclear  Power  Station 
P.O.  Box  0500 
185  Old  Ferry  Road 
Brattleboro,  VT  05302-0500 

Mr.  Raymond  Shadis 
New  England  Coalition 
P.O.  Box  98 
Edgecomb,  ME  04556 

Mr.  James  P.  Matteau 
Executive  Director 
Windham  Regional  Commission 
139  Main  Street,  Suite  505 
Bratiieboro,  VT  05301 

Mr.  William  K.  Sherman 
Vermont  Department  of  Public  Service 
112  State  Street 
Drawer  20 

Montpelier,  VT  05620-2601 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Diane  Curran,  Esq. 

Harmon,  Curran,  Spielberg  & 

Eisenberg,  L.L.P 
1726  M  Street,  NW,  Suite  600 
Washington,  DC  20036 

Ronald  A.  Shems,  Esq. 

Shems,  Dunkiel,  Kassel  &  Saunders,  PLLC 
91  College  Street 
Burlington,  VT  05401 

Karen  Tyler,  Esq. 

Shems,  Dunkiel,  Kassel  &  Saunders,  PLLC 
91  College  Street 
Burlington,  VT  05401 
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cc: 

Sarah  Hofmann,  Esq. 

Director  of  Public  Advocacy 
Department  of  Public  Service 
112  State  Street  -  Drawer  20 
Montpelier,  VT  05620-2601 

Jennifer  J.  Patterson,  Esq. 

Office  of  the  New  Hampshire  Attorney 
General 

33  Capitol  Street 
Concord,  NH  03301 

Matias  F.  Travieso-Diaz,  Esq. 

Pillsbury,  Winthrop,  Shaw,  Pittman,  LLP 
2300  N  Street,  NW 
Washington,  DC  20037-1128 

Matthew  Brock,  Esq. 

Assistant  Attorney  General 
Office  of  the  Massachusetts  Attorney 
General 

Environmental  Protection  Division 
One  Ashburton  Place,  Room  1813 
Boston,  MA  02108-1598 

Anthony  Z.  Roisman,  Esq. 

National  Legal  Scholars  Law  Firm 
84  East  Thetford  Road 
Lyme,  NH  03768 

John  Sipos,  Assistant  Attorney  General 

Office  of  the  Attorney  General 

The  Capitol 

State  Street 

Albany,  NY  12224 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 

Mr.  John  Doering 
P.O.  Box  189 
Parker  Ford,  PA  19457 
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UNITED  STATES 

NUCLEAR  REGULATORY  COMMISSION 

WASHINGTON,  D.C.  20555-0001 


April  13,  2010 


Mr.  Michael  A.  Balduzzi 
Senior  Vice  President  &  COO 
Regional  Operations,  NE 
Entergy  Nuclear  Operations,  Inc. 

440  Hamilton  Avenue 
White  Plains,  NY  10601 

SUBJECT:  SAFETY  PROJECT  MANAGER  CHANGE  FOR  THE  LICENSE  RENEWAL 

PROJECT  FOR  PILGRIM  NUCLEAR  POWER  STATION  (TAC  NO.  MC9669) 

Dear  Mr.  Balduzzi: 

This  letter  provides  notification  of  a  change  to  the  Safety  Project  Manager  assigned  to  the 
Pilgrim  Nuclear  Power  Station  (PNPS),  License  Renewal  Project.  Effective  immediately,  Mrs. 
Lisa  Regner  will  be  the  Project  Manager  for  PNPS. 

Mrs.  Regner  can  be  reached  by  telephone  at  301-415-1906  and  by  e-mail  at 
Lisa.Reqner@nrc.gov. 


Sincerely, 


David  J.  Wrona,  Chief 

Projects  Branch  2 

Division  of  License  Renewal 

Office  of  Nuclear  Reactor  Regulation 


Docket  No.  50-293 


cc:  Listserv 
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Pilgrim  Nuclear  Power  Station 


cc: 


Regional  Administrator,  Region  I  Director,  Massachusetts  Emergency 

U.S.  Nuclear  Regulatory  Commission  Management  Agency 

475  Allendale  Road  Attn:  James  Muckerheide 

King  of  Prussia,  PA  19406-1415  400  Worcester  Road 

Framingham,  MA  01702-5399 


Senior  Resident  Inspector 
U.S.  Nuclear  Regulatory  Commission 
Pilgrim  Nuclear  Power  Station 
P.O.  Box  867 
Plymouth,  MA  02360 

Chairman,  Board  of  Selectmen 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman 

Nuclear  Matters  Committee 
Town  Hall 
1 1  Lincoln  Street 
Plymouth,  MA  02360 

Chairman,  Duxbury  Board  of  Selectmen 

Town  Hall 

878  Tremont  Street 

Duxbury,  MA  02332 

Office  of  the  Commissioner 
Massachusetts  Department  of 
Environmental  Protection 
One  Winter  Street 
Boston,  MA  02108 

Office  of  the  Attorney  General 
One  Ashburton  Place 
20th  Floor 
Boston,  MA  02108 

MA  Department  of  Public  Health 
Radiation  Control  Program 
Schrafft  Center,  Suite  1M2A 
529  Main  Street 
Charlestown,  MA  02129 


Mr.  William  D.  Meinert 
Nuclear  Engineer 

Massachusetts  Municipal  Wholesale 

Electric  Company 

P.O.  Box  426 

Ludlow,  MA  01056-0426 

Mr.  Kevin  H.  Bronson 
Site  Vice  President 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Robert  G.  Smith 
General  Manager,  Plant  Operations 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Stephen  J.  Bethay 
Director,  Nuclear  Safety  Assurance 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  Joseph  Lynch 
Manager,  Licensing 
Entergy  Nuclear  Operations 
Pilgrim  Nuclear  Power  Station 
600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 

Mr.  John  T.  Herron 
Sr.  Vice  President 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 
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Pilgrim  Nuclear  Power  Station 


cc: 

Mr.  Oscar  Limpias 
Vice  President,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  John  A.  Ventosa 
GM,  Engineering 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Joseph  P.  DeRoy 
VP,  Operations  Support 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  Michael  Kansler 
President  &  CEO/CNO 
Entergy  Nuclear  Operations 
1340  Echelon  Parkway 
Jackson,  MS  39213 

Mr.  John  F.  McCann 
Director,  Nuclear  Safety  &  Licensing 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Charlene  D.  Faison 
Manager,  Licensing  Programs 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Mr.  Ernest  J.  Harkness 
Director,  Oversight 
Entergy  Nuclear  Operations,  Inc. 
1340  Echelon  Parkway 
Jackson,  MS  39213 


Mr.  William  C.  Dennis 
Assistant  General  Counsel 
Entergy  Nuclear  Operations 
440  Hamilton  Avenue 
White  Plains,  NY  10601 

Ms.  Stacey  Lousteau 
Treasury  Department 
Entergy  Services,  Inc. 

639  Loyola  Avenue 
New  Orleans,  LA  70113 

Mr.  James  Sniezek 
5486  Nithsdale  Drive 
Salisbury,  MD  21801-2490 

Mr.  Michael  D.  Lyster 
5931  Barclay  Lane 
Naples,  FL  34110-7306 

Plymouth  Public  Library 
Attn:  Dinah  O’Brien 
132  South  Street 
Plymouth,  MA  02360 

Duxbury  Free  Library 
ATTN:  Ms.  Elaine  Winquist 
77  Alden  Street 
Duxbury,  MA  02332 

Kingston  Public  Library 
ATTN:  Reference  Librarian 
6  Green  Street 
Kingston,  MA  02364 

Ms.  Mary  Lampert 
Duxbury  Nuclear  Advisory,  Chair 
Pilgrim  Watch,  Director 
148  Washington  Street 
Duxbury,  MA  02332 

Mr.  Garrett  D.  Edwards 
814  Waverly  Road 
Kennett  Square,  PA  19348 
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Pilgrim  Nuclear  Power  Station 
cc: 

Mr.  John  Doering 
P.O.Box  189 
Parker  Ford,  PA  19457 

Mr.  Michael  Balduzzi 

Sr.  Vice  President  Operations  COO-ENO 

1340  Echelon  Parkway 

Jackson,  MS  39213 

Mr.  Kevin  Bronson,  Site  Vice  President 
Pilgrim  Nuclear  Power  Station 
Entergy  Nuclear  Operations,  Inc. 

600  Rocky  Hill  Road 
Plymouth,  MA  02360-5508 
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